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IMPORTANT NOTICE 


This manual has been provided for the use of authorized Yamaha Retailers and their service personnel. It has been assumed that basic 
service procedures inherent to the industry, and more specifically Yamaha Products, are already known and understood by the users, 
and have therefore not been restated. 


WARNING : Failure to follow appropriate service and safety procedures when servicing this product may result in personal injury, 
destruction of expensive components and failure of the product to perform as specified. For these reasons, we advise 


all Yamaha product owners that all service required should be performed by an authorized Yamaha Retailer or the 
appointed service representative. 


IMPORTANT : This presentation or sale of this manual to any individual or firm does not constitute authorization certification, 
recognition of any applicable technical capabilities, or establish a principal-agent relationship of any form. 


The data provided is belived to be accurate and applicable to the unit(s) indicated on the cover. The research engineering, and service 
departments of Yamaha are continually striving to improve Yamaha products. Modifications are, therefore, inevitable and changes in 
specification are subject to change without notice or obligation to retrofit. Should any discrepancy appear to exist, please contact the 
distributor's Service Division. 


WARNING : Static discharges can destroy expensive components. Discharge any static electricity your body may have accumulated 
by grounding yourself to the ground bus in the unit (heavy gauge black wires connect to this bus.) 


IMPORTANT : Turn the unit OFF during disassembly and parts replacement. Recheck all work before you apply power to the unit. 


E WARNING 


Components having special characteristics are marked AN and must be replaced with parts having specification equal to those 
originally installed. 


必要 な 部 品 で す 。 交 換 す る 場合 は 、 安 全 の た め に 必ず 指定 の 部 品 を ご 使用 くだ さい 。 


{М mossa, 安全 を 維持 する た め ( 
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Ш SAVING DATA 画 デ ー タ の 保存 


Saving and backing up your data 作成 し た デー タ の 保存 と バッ クア ッ プ 
* The edited Songs/Styles/Voices/Multi Pads and MIDI ・ 編 集 し た ソン グ / ス タイ ル / ボイス や MIDI 設定 な ど は 、 
settings are lost when you turn off the power to the 保存 前 に 電源 を 切る と 消え て し まい ます 。 オー ト パ ワ ー 
instrument. This also occurs when the power is turned off オォ フ 機 能 に より 電源 が 切れ た 場合 も 同様 で す 。 保 存 
by the Auto Power Off function. Save the edited data to し て お きた い デ ー タ は 、 本 体 ま た は USB フラ ッシュ メ 
Be sure to Ше instrument, or to a USB flash drive. However, the data 必ず 実行 モリ ー に 保存 し て くだ さい 。 
perform it saved to the instrument may be lost due to some failure, ・ 本 体 に 保存 し た デー タ は 改 障 や 誤操作 な どの た め に 
an operation mistake, etc. Save your important data onto 失わ れる こと が あり ます 。 大 切な デー タ は 、USB 77 У 
a USB Hash drive. シュ メモ リー に 保存 し て くだ さい 。 
* To protect against data loss through USB flash drive ・ 保存 し た USB フラ ッシュ メモ リー の 万 一 の 事故 に 備え 
damage, we recommend that you save your important て 、 大 切な デー タ は 予備 の USB フラ ッシュ メモ リー/ 
data onto spare USB Hash drive or an external device コン ピュ ー タ ー な どの 外部 機器 に バッ クア ッ プ と し て 保 
such as a computer as backup data. 存 さ れる こと を お すす めし ます 。 
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ll SPECIFICATIONS 


Product Name 


Digital Keyboard 


Dimensions (W x D x H) 


1004 mm x 410 mm x 134 mm 


Size/Weight 
Weight 8.1 kg 
Number of Keys 61 
Keyboard Type Organ 
Touch Response Normal, Soft1, Soft2, Hard1, Hard2 
Pitch Bend Wheel Yes 
Other Controllers Modulation Wheel Yes 


Control Interface 


Knobs 2 (Assignable) 

Type TFT Color WQVGA LCD 
Display Size 480 x 272 dots (4.3 inch) 

Language English, German, French, Spanish, Italian, Japanese 
Panel Language English 


А Tone Generation 
Tone Generation 


AWM Stereo Sampling 


Technology 
Polyphony iex) of Polyphony 128 
Voices РОЯ Number of Voices 850 Voices + 43 Drum/SFX Kits + 480 XG Voices 
rese 


Featured Voices 


73 S.Articulation!, 27 MegaVoice, 27 Sweet!, 64 Cooll, 71 Live! 


Compatibility 


XG, GS (for Song Playback), GM, GM2 


Part 


Right 1, Right 2, Left 


Reverb Block 


52 Preset + 30 User 


Chorus Block 


106 Preset + 30 User 


DSP Block 295 Preset + 30 User 
Effects Master Compressor 5 Preset + 30 User 
Master EQ 5 Preset + 30 User 
Part EQ 27 Parts 
Mic Effects Noise Gate x 1, Compressor x 1, 3-Band EQ x 1 
Number of Styles 415 
Featured Styles FreePlay:1, Pro: 372, DJ: 10, Session: 32 
Preset Fingering Single Finger, Fingered, Fingered On Bass, Multi Finger, Al Fingered, 
Full Keyboard, А! Full Keyboard, Smart Chord 
Style Style Control INTRO x 3, MAIN VARIATION x 4, FILL x 4, BREAK, ENDING x 3 
One Touch Setting (OTS) 4 for each Style 
Other Features Unison & Accent Yes (80 Styles) 
Style Section Reset Yes 
Compatibility Style File Format (SFF), Style File Format GE (SFF GE) 
Expandability Expansion Voice Yes (approx. 100MB max.) 
(Expansion 
Packs) Expansion Style Yes (Internal Memory) 
Preset Number of Preset Songs 3 
Number of Tracks 16 
Songs (MIDI) Recording Data Capacity approx. 1 MB/Song 
Recording Function Quick Recording, Multi Track Recording 
Playback SMF (Format 0 4 1), ХЕ 
Data Format 
Recording SMF (Format 0) 
Preset Number of. Мит Pad 188 Banks x 4 Pads 
Multi Pads Banks 
Audio Audio Link Yes 
Harmony Yes 
Arpeggio Yes 
Functions Voices Panel Sustain Yes 
Mono/Poly Yes 
Voice Information Yes 
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Functions 


Style Creator Yes 
Styles - 

OTS Information Yes 

Song Creator Yes 

Score Display Function Yes 
Songs - - : 

Lyrics Display Function Yes 

Guide Follow Lights, Any Key, Karao-Key, Your Tempo 
Multi Pads Multi Pad Creator Yes 

Number of Buttons 8 


Registration Memory 


Control 


Registration Sequence, Freeze 


Playlist 


Number of Records 
(max.) 


500 (max.) Records per Playlist file 


Recording Time (max.) 


80 minutes/Song 


Recording WAV (44.1 kHz, 16-bit, stereo) 
USB Audio Player/ Playback WAV (44.1 kHz, 16-bit, stereo) 
Recorder Time Stretch Yes 

Pitch Shift Yes 

Vocal Cancel Yes 
USB audio interface 44.1 kHz, 16-bit, stereo 
Demonstration Yes 

Metronome Yes 

Tempo 5 - 500 
Overall Controls Шс HE 

Tuning 414.8 – 440.0 – 466.8 Hz 

Octave Button Yes 

Scale Type 9 Types 
Miscellaneous Direct Access Yes 

Text Display Function Yes 


Storage 


Internal Memory 


Yes (approx. 20 MB max.) 


External Drives 


USB flash drive 


DC IN 16V 
Headphones Standard stereo phone jack 
Storage and Microphone Standard mono phone jack 
Connectivity 22 AUX IN Stereo mini jack 
Connectivity 
OUTPUT L/L-R, R 
FOOT PEDAL 1 (Sustain), 2 (Unison), Function Assignable 
USB TO DEVICE Yes 
USB TO HOST Yes 
Amplifiers/ Amplifiers 15Wx2 
Speakers Speakers 12стх2 
Adaptor PA-300C or an equivalent recommended by Yamaha 
Power Supply Power Consumption 17 W (When using PA-300C AC adaptor) 


Auto Power Off 


Yes 


Included Accessories 


* Owner's Manual 
* Online Member Product Registration 
* Music rest 
* AC adaptor* PA-300C, Power cord* 
* May not be included depending on your area. Check with your Yamaha 
dealer. 


Separately Sold Accessories 
(May not be available depending on your locale.) 


* AC adaptor: PA-300C 

* Headphones: HPH-50/HPH-100/HPH-150 

* Footswitches: FCAA/FC5 

* Foot controller: FC7 

* USB wireless LAN adaptor: UD-WLO1 

* Wireless MIDI adaptor: UD-BTO1 

* Subwoofer: KS-SW100 

* Keyboard stand: L-6/L-7B 
(The exterior size of the PSR-SX600 is beyond the limits as described in the 
L-6 Assembly Instructions. However, we have determined through tests that 
the stand can be safely used for the instrument.) 
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E 総合 仕様 


品名 電子 キー ボー ド 
サイ ズ / 質 量 PES йа х BE x BS 1004 mm X 410 mm X 134 mm 
5 8.1 kg 
鍵盤 数 6 1 
из Ay FRE ノー マル 、 ソ フト 1 、 ソ フト 2 、 ハ ー ド 1 、 ハ ー ド 2 
ピッ チ ベ ン ド ホ イー ル О 
その 他 の 操作 子 | モジ ュ レ ーション ホイ ー ル О 
操作 子 77 2 (アサ イナ ブル ) 
タイ プ TFT カラ ー WQVGA LCD 
ディ スプ レイ サイ ズ 480x272 ドッ ト (4.3 イン チ ) 
言語 言語 (日 、 英 、 独 、 仏 、 西 、 伊 ) 
パネ ル 言語 英語 (和文 シー ト ) 
音源 音源 方 式 AWM ス テレ オ サ ン プリ ング 
発音 数 最大 同時 発音 数 128 
ボイス 数 850 ボイス + 43 ドラ ム /S FX キット + 480 Ха ボイス 
音源 / ボ イス プリ セッ ト 73 スー パー アー ティ キュ レー ショ ン , 27 メガ ボイス , 
ボイス タイ プ 27 スイ ー ト ,64 クー ル ,71 ライ ブ 
対応 フォ ー マ ッ ト XG, GS (再生 専用 ), GM, GM2 
パー ト ライ ト 1, ライ ト 2, レフ ト 
リバ ー ブ ブ ロッ ク 52 プリ セッ ト + 30 ユー ザー 
コー ラス ブロ ッ ク 106 プリ セッ ト + 30 ユー ザー 
DSP ブロ ッ ク 295 プリ セッ ト + 30 ユー ザー 
エフ ェクト マス ター コン プレ ッ サ ー 5 プリ セッ ト + 30 ユー ザー 
マス ター EQ 5 プリ セッ ト + 30 ユー ザー 
JV— FEQ 27 パー ト 
マイ クエ フェ クト ノイ ズ ゲ ー ト x 1, コン プレ ッ サ ー X 1,3 バン ド EQ X 1 
スタ イル 数 415 
スタ イル タイ プ プロ : 372, セッション :32, フリ ー プ レイ : 1,DJ: 10 
シン グル フィ ン ガ ー、 フ ィ ン ガ ー ド 、 フ ィ ン ガ ー ド オン ベー ス 、 
プリ セッ ト フィ ン ガ リン グ マル チ フ ィ ン ガ ー、Al フ ィ ン ガ ー ド 、 フ ルキ ー ボ ー ド 、 
Al フル キー ボー ド 、 ス マー トコ ー ド 
伴奏 スタ イル スタ イル コン トロ ー ル dur 22 A 
OTS (ワン タッ チ セ ッ チ ング ) 各 ス タイ ル に 4 種類 
その 他 特 長 ユニ ゾン & ア クセ ント O(80 スタ イル ) 
スタ イル セク ショ ン リ セッ ト О 
スタ イル ファ イル フォ ー マ ッ ト (SFF), 
対応 フォ ー マ ッ ト 1,2... 
拡張 (エク スパ ン エク スパ ンション ボイス 〇 (最大 約 1 0 0 МВ) 
ショ ン パ ッ ク ) エク スパ ンション スタ イル 〇 (内 蔵 メ モリ ー ) 
プリ セッ ト 内 蔵 曲 数 3 プリ セッ ト 
トラ ッ ク 数 16 
録音 / 再 生 録音 デー タ 容 量 ТЕН #1 МВ 
(MIDI 7 77?) ファ ンク ショ ン クイ ッ ク 録 音 , マル チト ラッ ク 録 音 
. 再 生 SMF (フォ ー マ ッ ト 0 & 1), ХЕ 
フォ ー マ ッ ト пей SMF (フォ ー マ ッ ト 0) 
s プリ セッ ト マル チ パ ッ ド バン ク 数 188 バ ンク x 4 パッド 
саши オー ディ オ | オー ディ オリ ンク О 
ハー モニ ー @ 
アル ペ ジ オ О 
音源 / ボ イス パネ ル サ ス テイ ン О 
ファ ンク ショ ン モノ / ポ リ О 
ボイス イン フォ メー ショ ン О 
スタ イル クリ エー ター О 
スタ イル OTS イン フォ メー ショ ン О 
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ソン グ ク リエ ー タ ー О 
и 譜面 表示 [s 
4 歌詞 表示 O 
ガイ ド 機 能 フォ ロー ライ ツ 、 エ ニー キー、 カ ラオ キー、 ユ アテ ン ボ ポ 
マル チ パ ッ ド マル チ パ ッ ド クリ エー ター О 
レジ スト レー | ボタ ン 数 8 
ショ ン メ モリ ー | コン トロ ー ル レジ スト レー ショ ン シ ー ケ ンス 、 フ リー ズ 
プレ イリ スト コー ド 数 1 プレ イリ スト 最大 500 レコ ー ド 
録音 時 間 ( 最 大 ) 80 分 / 曲 
録音 WAV (44.1 kHz, 16 bit, ステ レオ ) 
USB オ ー デ ィ オ | BE WAV (44.1 kHz, 16 bit, ステ レオ ) 
CE プレ ー ヤ ー タイ ム ス ト レッ チ О 
ファ ンク ショ ン ピッ チ シ フ ト О 
ボー カル キャ ン セ ル О 
US B オー ディ オイ ンタ ー フ ェ ー ス 44.1 kHz, 16 bit, ステ レオ 
デモ Yes 
メト ロ ノ ー ム O 
FYE 5 て 500、 タ ッ プ テン ポ 
全体 設 定 トラ ンス ポー ズ —12—0—+12 
チュ ー ニ ング 414.8~440.0~466.8 Hz 
オク ター ブ ボ タン О 
スケ ー ル (音律 ) 9 タイプ 
ダイ レク ト ア クセ ス О 
ToN テキ スト 表示 O 
FUE 内 蔵 メ モリ ー 〇 (最大 約 20 МВ) 
外 付け メモ リー US B フラ ッシュ メモ リー 
DC IN 16 V 
ヘッ ド ホ ン ステ レオ 標準 フォ ー ン 端子 
マイ ク モノ ラル 標準 フォ ー ン 端子 
メモ リー / 接 続 端 子 AUX IN ステ レオ ミニ 端子 
接続 端子 OUTPUT L/L+R, R 
1( サ ステ イン )、2( ユ ニ ゾ ン 
FOOT PEDAL ( ЕТ ) 
USB TO DEVICE Yes 
USB TO HOST Yes 
a= а アン プ 出 力 15W x2 
アン プ / ス ピー カー 「 ス ピー カー 12cm x 2 
電源 アダ プター PA-30 0C( ま た は ヤマ ハ 推 奨 の 同等 品 ) 
電源 消費 電力 17 W( 電 源 ア ダ プ ター PA-3 0 0C 使 用 時 ) 
オー ト パ ワ ー オ フ О 
取扱 説明 書 、 製 品 登録 の ご 案内 、 譜 面 立て 、 
付属 品 電源 アダ プター PA-300C、 
電源 コー ド 、 保 証書 、 和 文 シ ー ト 
電源 アダ プター : PA-300C 
ヘッ ド フ ォ ン : HPH-50/HPH-100/HPH-150 
ソフ ト ケ ー ス : SCC-53 
フッ トス イッ チ : FC4A/FC5 
別売 品 フッ トコ ント ロー ラー : FC7 


USB 無 線 LAN ア ダ プ ター : UD-WLOT 

ワイ ヤレ ス MIDI ア ダ プ ター : UD-BT01 

キー ボー ドス タン ド : L-6/L-7B 

(PSR-SX600 は 、L-6 の 組立 説明 書 で 記載 し て いる サイ ズ を 超え て いま 
す が 、 問 題 な く ご 使用 いた だ ける こと を 安全 性 試験 で 確認 し て いま す ) 
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Ш PANEL LAYOUT (バネ ルレ イア ウト ) 


@ Top Panel (トッ プ パ ネル ) 
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© [WD] (Standby/On) switch 

@ [MASTER VOLUME] dial 

Ө [ASSIGN] button, 
LIVE CONTROL knobs 

@ [RESET/TAP TEMPO] button, 
TEMPO [-]/[+] buttons 

Ө [METRONOME] button 

© TRANSPOSE [-]/[+] buttons 

@ STYLE category selection buttons 

@ SONG CONTROL buttons 

© STYLE CONTROL buttons 

@ [SONG FUNCTION] button 

@ [USB AUDIO PLAYER] button 


@ [PLAYLIST] button 

@ [MIXER] button 

QD [FADE IN/OUT] button 
@ [PITCH BEND] wheel 
Ф [MODULATION] wheel 


O [①]( ス タン バイ / オ ン ) ス イッ チ 
Ө [MASTER VOLUME] ダ イア ル 
Ө [ASSIGN]( ア サイ ン ) ボ タン 、 
LIVE CONTROL( ラ イブ コン トロ ー ル ) ノ ブ 
Ө [RESET/TAP TEMPO]1( リ セッ ト / タ ッ プ テン ポ ) ボ タン 、 
TEMPO( テ ン ポ )[ 一 ]/[ 十 ] ボ タン 
[METRONOME]( メ トロ ノー ム ) ボ タン 
Ө TRANSPOSE( ト ラン スポ ー ズ )[ 一 1]/[ 十 ] ボ タン 
Ө STYLE( ス タイ ル ) カ テ ゴ リ ー ボ タン 
Ө SONG CONTROL( ソ ング コン トロ ー ル ) ボ タン 
О STYLE CONTROL( ス タイ ルコ ント ロー ル ) ボ タン 
⑩ [SONG FUNCTION]( ソ ング 機能 ) ボ タン 
@ [USB AUDIO PLAYER] 
(USB オー ディ オプ レー ヤー) ボ タン 
Ф [PLAYLIST]( プ レイ リス ト ) ボ タン 
© [MIXER]( ミ キサ ー) ボ タン 
© [FADE IN/OUT]1( フ ェ ー ド イン / ア ウト ) ボ タン 
[PITCH BEND]( ビ ピッ チ ベ ン ド ) ホ イー ル 
Ф [MODULATION]( モ ジュ レー ショ ン ) ホ イー ル 
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@ LCD and related controls 
Ф [CHANNEL ON/OFF] button 


© [BALANCE] button 
€) [MENU] button 
@ REGISTRATION MEMORY buttons 


Ө [OTS LINK] button 
@ ONE TOUCH SETTING buttons 


@ VOICE category selection buttons 
@ MULTI PAD CONTROL buttons 


® PART SELECT buttons 

@ PART ON/OFF buttons 

® [MIC SETTING] button 

© VOICE EFFECT buttons 

€) UPPER OCTAVE [-]/[+] buttons 


Ф 画面 、 画 面 操作 ボタ ン 
@ [CHANNEL ON/OFF] 
(チャ ン ネ ル オン / オ フ ) ボ タン 
Q [BALANCE]( バ ラン ス ) ボ タン 
€) [MENU]( メ ニュ ー) ボ タン 
€) REGISTRATION MEMORY 
(レジ スト レー ショ ン メ モリ ー) ボ タン 
Ө [OTS LINK](OTS リ ンク ) ボ タン 
@ ONE TOUCH SETTING 
(ワン タッ チ セ ッ テ ィ ング ) ボ タン 
6 VOICE( ボ イス ) カ テ ゴ リ ー ボ タン 
€9 MULTI PAD CONTROL 
(マル チ パ ッ ド コン トロ ー ル ) ボ タン 
@ PART SELECT( パ ー ト 選択 ) ボ タン 
6) PART ON/OFF( パ ー ト オン / オ フ ) ボ タン 
Ө [MIC SETTING]( マ イク 設定 ) ボ タン 
© VOICE EFFECT( ボ イス エフ ェクト ) ボ タン 
@ UPPER OCTAVE( オ クタ ー ブ )[ 一 ][ 十 ] ボ タン 


PSR-SX600 


PSR-SX600 


10 


Ф Rear Panel (リア パネ ル ) 
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ТО ОЕМСЕ то HOST МІС INPUT 
USB <» 


@ [USB TO DEVICE] terminal 
Ө [USB TO HOST] terminal 
О [MIC INPUT] jack 

Q [AUX IN] jack 

Q [PHONES] jack 

© OUTPUT [L/L+R]/[R] jacks 
@ FOOT PEDAL [1]/[2] jacks 
Ө DC IN jack 


AUX IN 


PHONES 


R L/L+R 2 1 v= +>- 
OUTPUT FOOT PEDAL 


@ [USB TO DEVICE] 端 子 

Ө [USB TO HOST] 端子 

© [MICINPUT] 端 子 

Ө [AUX IN] 端 子 

Ө [PHONES] 端 子 

Ө OUTPUT [L/L+R]/[R] 端 子 
@ FOOT PEDAL [1]/[2] 端 子 
© DC IN 端子 


ШІ DISASSEMBLY PROCEDURE (分 解 手 』 
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CAUTION: 

* Be sure to attach the removed filament tape or nonwoven cloth 
just as it was before removal. 

* Contacts are visible from the back. Pay attention not to insert 
and install the cable to the connector inversely. (Photo A) 

(注意 ) : 

・ 一 度 列 が し た フィ ラメ ント テー ブ プ 双 は 不織布 等 は 、 取 り 外 す 前 
と 同じ よう に 、 取 り 付 け て くだ さい 。 

・ フ ラッ ト ケ ー ブ ル の 接点 が 裏側 か ら 透 け て 見 えま す 。 コネクタ 
に ケー ブル の 表 、 裏 を 逆 に 差し 込ま な いよ うに 注意 し て 取り 付 
け て くだ さい 。 (写真 A) 


ЇЙЇ 
Front Side (表面 ) Back Side (裏面 ) 
Photo A( 2A) 


1. Lower Key Bed Assembly 1. 
(Time required: About 4 minutes) 1-1. 
1-1. Remove the four (4) screws marked [110], two (2) 
screws marked [100A] and fourteen (14) screws marked 
[100B]. The lower key bed assembly can then be ж 
removed. (Fig.1) 
Ы When installing the lower key bed assembly, first 
tighten the two (2) screws marked [100A] and then 
the remaining screws. (Fig. 1) 


2. Bottom Board 2. 
(Time required: About 4 minutes) 2-1. 
2-]. Remove the twenty-three (23) screws marked [120]. 
The bottom board can then be removed. (Fig.1) 


€ Bottom мем ( 下 か ら 見 た 図 ) 


BOTTOM BOARD (底板 ) 
[1008] [1008] [1008] 


下 ケ ー ス 鍵盤 Ass'y (所 要 時 間 : 約 4 分 ) 

[110] の ネジ 4 K. [100A] O + > 2 ЖЕ [1008] の 
ネジ 14 本 を 外し 、 下 ケー ス 鍵 盤 Assy を 外し ます 。 
(41) 

下 ケ ー ス 鍵盤 Assyy を 取り 付け る と き は 、[100A] の ネジ 
2 本 を 締め て か ら 他 の ネジ を 締め て くだ さい 。( 図 1) 


底板 (所 要 時 間 : 約 4 分 ) 
[120] の ネジ 23 本 を 外し 、 底板 を 外し ます 。( 図 1) 


[120] x 23 
[1008] [1008] 


Positioning screw Ј А 7 Positioning screw 
(位置 決め ネジ ) Ј ДАТ А AN (位置 決め ネジ ) 
[100A] — аб. Me [100A] 

o РО о о "o o. o ° о. о ° Mi ° ° "e o. ° ° Фо 
| fle _ поовт 
[1 оов)—1— @ | ; ; ; | ; | | Я 
Т I I А 
(6 © © © © © © © © © @ S 
tt 
gO =O s НЕ аер 
[1008] [1008] [1008] [1008] [1008] [1008] [1008] 
[110] [110] [110] [110] 


LOWER KEY BED ASSEMBLY 
( 下 ケ ー ス 鍵盤 Ass' y) 


Fig. 1( 図 1) 
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JK Circuit Board 

(Time required: About 5 minutes) 

Remove the lower key bed assembly. (See procedure 1.) 
Remove the two (2) screws marked [550A], four (4) 
screws marked [550B] and two (2) screws marked [560]. 
The JK circuit board can then be removed. (Fig. 2) 
When installing the JK circuit board, first tighten the 
two (2) screws marked [550A] and then the remaining 
screws. (Fig. 2) 


DM Circuit Board 

(Time required: About 5 minutes) 

Remove the lower key bed assembly. (See procedure 1.) 
Remove the six (6) screws marked [550C]. The DM 
circuit board can then be removed. (Fig. 2) 

After replacing the DM circuit board, make sure to 
execute the "Factory Set" in the Test program. 
Hardware ID is stored in the Program (Backup) ROM 
on the DM circuit board. If the DM circuit board is 
replaced, Hardware ID will be changed. 

When replacing the DM sheet for ! (INA), remove the 
R323 1.0КО chip resistor. (See page 22) 


PNL Circuit Board 

(Time required: About 7 minutes) 

Remove the two (2) volume knobs marked [70] from 
the control panel surface. (Fig. 4) 

Remove the lower key bed assembly. (See procedure 1.) 
Remove the eighteen (18) screws marked [550D]. The 
PNL circuit board can then be removed. (Fig. 2) 


е Bottom view ( 下 か ら 見 た 図 ) 


Positioning screw 


UPPER CASE ASSEMBLY 
(上 ケー ス Assy) 


(位置 決め ネジ ) 
[550A] 


JK シー ト (所 要 時 間 : 約 5 分 ) 

下 ケ ー ス 鍵盤 Assy を 外し ます 。 (1 项 参照 ) 
[550Al の ネジ 2 本 と [550B| の ネジ 4 本 、[560] の 
ネジ 2 本 を 外し 、JK シー ト を 外し ます 。 ( 図 2) 
JK シー ト を 取り 付け る と き は 、[550A] の ネジ 2 本 を 締 
め て か ら 他 の ネジ を 締め て くだ さい 。 (E 2) 


DM シー ト (所 要 時 間 : 約 5 分 ) 

下 ケ ー ス 鍵盤 Ass’y を 外し ます 。 (1 項 参 照 ) 
[550C] の ネジ 6 本 を 外し 、DM シー ト を 外し ます 。 
(加 2) 

DM シー ト を 交換 し た 場合 は 、 テ スト プロ グラ ム の 
FactorySet を 実行 し て くだ さい 。 

DM シー ト 毎 に 固有 の Hardware ID が Program (Backup) 
ROM に 書き 込ま れ て いる た め 、DM シー ト 人 交換 後 は 
Hardware ID の 番号 が 変わ り ま す 。 

I (INA) 仕向 の DM シー ト を 交換 する 場合 は 、R323 1.0kQ 
チッ プ 抵 抗 を 取り 外し て くだ さい 。 (22 ペー ジ 参 照 ) 


PNL シー ト (所 要 時 間 : 約 7 分 ) 

コン トロ ー ル パネ ル 面 か ら [70] の УВ ノブ 2 個 を 
外し ます 。( 図 2 

下 ケ ー ス 鍵盤 Assy を 外し ます 。 (1 項 参照 ) 
[5500] の ネジ 18 本 を 外し 、PNL シー ト を 外し ま 
す 。( 図 2 


Positioning screw 


(位置 決め ネジ ) 
[550A] 


[5508] 


ге 


[550Е]х15 [550С] 


[560] 


Fig. 2 (242) 


[5500]х18 
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6. PNR Circuit Board 6. РМА シー ト (所 要 時 間 : 約 6 分 ) 

(Time required: About 6 minutes) 6-1. 下 ケ ー ス 鍵盤 Assy を 外し ます 。 (1 項 参 照 ) 
6-1. Remove the lower key bed assembly. (See procedure 1.) 6-2. [550E] の ネジ 15 本 を 外し 、PNR シー ト を 外し ます 。 
6-2. Remove the fifteen (15) screws marked [550E]. The (区 2) 


PNR circuit board can then be removed. (Fig. 2) 


е Bottom view ( 下 か ら 見 た 図 ) 


UPPER CASE ASSEMBLY LCD SUPPORT ASSEMBLY Positioning screw 


(上 ケー ス Assy) (LCD サ ポー ト Assy) (位置 決め ネジ ) 
[550H] 


[550J] 


® в g 
T ви o 
- mk Positioning screw 
e gh š (位置 決め ネジ ) 
1 


[5506] 


[5501] 


Fig. 3 (503) 
ө Top мем (上 か ら 見 た 図 ) 
VOLUME KNOB 
(VR ノ ブ ) SP GRILLE ASSEMBLY L SP GRILLE ASSEMBLY R 
[70] (SP グリ ル Ass'y L) (SP グリ ル Ass'y В) 


@ OS SSSSESE вввв вө АНА в заза вава ва а 
и Да ЕВЕ ВА ДЕ Еверет У рана. ЕВРЕ 
есес ロロ ロロ 日 000 eli 00000056560 dg ロロ ロロ SS ロロ ロロ по 


ENCODER KNOB 
VOLUME KNOB ( エ シ ョ ー ダ ツマ ミ ) 
(ボリ ュー ムツ マミ ) 


Fig. 4( 図 4) 
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9-3. 


10. 


10-1. 
10-2. 


10-3. 
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MVR Circuit Board 

(Time required: About 6 minutes) 

Remove the volume knob from the control panel 
surface. (Fig. 4) 

Remove the lower key bed assembly. (See procedure 1.) 
Remove the two (2) screws marked [550F] and a screw 
marked [550G]. The MVR circuit board can then be 
removed. (Fig. 3) 

When installing the MVR circuit board, first tighten 
the two (2) screws marked [550F] and then the screw 
marked [550G]. (Fig. 3) 


PWS Circuit Board 

(Time required: About 5 minutes) 

Remove the lower key bed assembly. (See procedure 1.) 
Remove the two (2) screws marked [550H] and a screw 
marked [550J]. The PWS circuit board can then be 
removed. (Fig. 3) 

When installing the PWS circuit board, first tighten 
the two (2) screws marked [550H] and then the screw 
marked [550]. (Fig. 3) 


PB Circuit Board, Wheel Assembly 

(Time required: About 6 minutes) 

Remove the lower key bed assembly. (See procedure 1.) 
Remove the two (2) screws marked [550K]. The PB 
circuit board can then be removed with the wheel 
assembly attached. (Fig. 3) 

Pull out the wheel assembly from the PB circuit board. 
(Fig. 5) 


MOD Circuit Board, Wheel 

(Time required: About 6 minutes) 

Remove the lower key bed assembly. (See procedure 1.) 
Remove the two (2) screws marked [550L]. The MOD 
circuit board can then be removed with the wheel 
attached. (Fig. 3) 

Pull out the wheel from the MOD circuit board. (Fig. 5) 


The modulation wheel has no spring. 
(モジ ュ レ ーション ホイ ー ル に は 、 バ ネ は あり ませ ん 。) 


Fig. 5 (205) 


MVR 之 一 上 人 (所 要 时 间 : #9 6 分 ) 

コン トロ ー ル パネ ル 面 か ら ボ リュ ー ム ツマ ミ を 外 
LES. (Bd 4) 

下 ケ ー ス 鍵盤 Assy を 外し ます 。 (1 项 参照 ) 
[550F] D ж 2 2 ЖЕ [5500] の ネジ 1 本 を 外し 、 
MVR シー ト を 外し ます 。 (XI 3) 

MVR シー ト を 取り 付け る と き は 、[550F] の ネジ 2 本 を 
締め て か ら [550G] の ネジ を 締め て くだ さい 。 (EU 3) 


PWS シー ト (所 要 時 間 : 約 5 分 ) 

下 ケ ー ス 鍵盤 Assy を 外し ます 。 (1 项 参照 ) 
[50H] の ネジ 2 本 と [550J] の ネジ 1 本 を 外し 、 
PWS シー ト を 外し ます 。( 図 3) 

PWS シー ト を 取り 付け る と き は 、[550H] の ネジ 2 本 を 
締め て か ら [550J] の ネジ を 締め て くだ さい 。( 図 3) 


PB シー ト 、 ホ イー ル Ass’y (所 要 时 间 : 約 6 分 ) 
下 ケ ー ス 鍵盤 Assy を 外し ます 。 (1 项 参照 ) 
[550K] の ネジ 2 本 を 外し て 、 ホ イー ル Ass'y が 付 
いた 状態 で PB シー ト を 外し ます 。 (加 3 

PB シー ト か ら ホ イー ル Assy を 抜い て 外し ます 。 
(区 5) 


MOD シー ト 、 ホ イー ル (所 要 时 间 : 約 6 分 ) 
下 ケ ー ス 鍵盤 Assy を 外し ます 。 (1 项 参照 ) 
[550L] の ネジ 2 本 を 外し て 、 ホ イー ル が 付い た 状 
態 で MOD シー ト を 外し ます 。 (3) 

MOD シー ト か ら ホ イー ル を 抜い て 外し ます 。 
(加 5) 


WHEEL ASSEMBLY 


(ホイ ー ル Assy) 


12-1. 
12-2. 
12-3. 
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LCD UNIT 11. 液晶 ユニ ッ ト (所 要 時 間 : 約 8 分 ) 
(Time required: About 8 minutes) 11-1. 下 ケー ス 鍵 盤 Assy を 外し ます 。 (1 项 参照) 
Remove the lower key bed assembly. (See procedure 1.) 11-2. JK シー ト を 外し ます 。 (3 项 参照 ) 
Remove the JK circuit board. (See procedure 3) 11-3. DM シー ト を 外し ます 。 (4 项 参照 ) 
Remove the DM circuit board. (See procedure 4) 11-4. [550M| の ネジ 4 本 を 外し て 、LCD サポ ー ト Ass'y 
Remove the four (4) screws marked [550M]. The LCD を 外し ます 。( 図 3) 
Support Assembly can then be removed. (Fig. 3) 11-5. 液晶 ユニ ッ ト を 外し ます 。( 図 6) 
Remove the LCD UNIT. (Fig. 6) ES LCD サポ ー ト Ass'y を 取り 付け る と き は 、 矢 印 方 向 に 押 
When installing the LCD Support Assembly, push し な が ら 固 定 し ます 。 (213) 
and fix on arrow direction. (Fig. 3) 
PNC Circuit Board 12. РМС シート (所 要 時 間 : 約 7 分 ) 
(Time required: About 7 minutes) 12-1. 下 ケ ー ス 鍵盤 Assy を 外し ます 。 (1 项 参照) 
Remove the lower key bed assembly. (See procedure 1.) 12-2. DM シー ト を 外し ます 。 (4 项 参照 ) 
Remove the DM circuit board. (See procedure 4) 12-3. [550NI の ネジ 18 本 を 外し 、PNC シー ト を 外し ま 
Remove the eighteen (18) screws marked [550N]. 3. (区 6) 
The PNC circuit board can then be removed. (Fig. 6) 
ENC Circuit Board 13. ЕМС シート (所 要 時 間 : 約 7 分 ) 
(Time required: About 7 minutes) 13-1. コン トロ ー ル パネ ル 面 か ら エ ンコ ー ダ ツマ ミ を 外 
Remove the encoder knob from the control panel LES. (加 4) 
surface. (Fig. 4) 13-2. 下 ケー ス 鍵 盤 Assy を 外し ます 。 (1 项 参照 ) 
Remove the lower key bed assembly. (See procedure 1.) 13-3. DM シー ト を 外し ます 。 (4 项 参照 ) 
Remove the DM circuit board. (See procedure 4) 13-4. [550PIl の ネジ 2 本 と [550Q1 の ネジ 1 本 を 外し 、 
Remove the two (2) screws marked [550P] and a screw ЕМС シー ト を 外し ます 。( 図 6) 
marked [550Q]. The ENC circuit board can then be ж ЕМС シー ト を 取り 付け る と き は 、[550P] の ネジ 2 本 を 
removed. (Fig. 6) 締め て か ら [5500] の ネジ を 締め て くだ さい 。 ( 6) 
When installing the ENC circuit board, first tighten 
the two (2) screws marked [550P] and then the screw 
marked [5500]. (Fig. 6) 
€ Bottom view ( 下 か ら 見 た 図 ) 

UPPER CASE ASSEMBLY LCD UNIT 

(上 ケー ス Assy) [550R] ЕШ [5500] (液晶 ユニ ッ ト ) 


DM SHIELD COVER [550Р] [550N]x18 
(DM シ ー ル ドカ バー) Positioning screw 
(位置 決め ネジ ) 
Fig. 6( 図 6) 
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14. 


14-1. 
14-2. 


15. 


15-1. 
15-2. 
15-3. 


15-4. 


SP Grille Assembly L 14. SP グリ ル Assy L (所 要 时 间 : #J 5 分) 
(Time required: About 5 minutes) 14-1. 下 ケ ー ス 鍵盤 Assy を 外し ます 。 (1 项 参照 ) 
Remove the lower key bed assembly. (See procedure 1.) 14-2. [A] の 6 箇所 の 爪 を 、 上 ケー ス Assy の 溝 と 平行 
Align the six (6) [A]s the groove in the upper case に し て 、SP グリ ル Assy L を 外し ます 。 
assembly and remove the SP grille assembly L. (Ха, 7) 
(Fig. 4, Fig. 7) 
SP Grille Assembly R 15. SP グリ ル Ass'y В (所 要 时 间 : 7D) 
(Time required: About 7 minutes) 15-1. 下 ケ ー ス 鍵盤 Assy を 外し ます 。 (1 项 参照 ) 
Remove the lower key bed assembly. (See procedure 1.) 15-2. DM シー ト を 外し ます 。 (4 项 参照) 
Remove the DM circuit board. (See procedure 4) 15-3. [550R] の ネジ 1 本 を 外し 、 DM シー ルド カバ ー を 
Remove the screw marked [550R]. The DM shield 外し ます 。 ( 図 | 6) 
cover can then be removed. (Fig. 6) 15-4. [A] の 6 科 所 の 爪 を 、 上 ケー ス Assy の 溝 と 平行 
Align the six (6) [A]s the groove in the upper case に し て 、SP グリ ル Assy В を 外し ます 。 (X 4、 図 7) 
assembly and remove the SP grille assembly R. 
(Fig. 4, Fig. 7) 
€ Bottom view ( 下 か ら 見 た 図 ) 

SP GRILLE ASSEMBLY R UPPER CASE ASSEMBLY SP GRILLE ASSEMBLY L 

(SP グリ ル Ass'y R) 上 ケー ス Assy) (SP 271) JVAss'y L) 


Fig. 7 (247) 


16. 


16-1. 
16-2. 
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KEY Circuit Board 16. KEY シート (所 要 時 間 : 約 5 分 ) 

(Time required: About 5 minutes) 16-1. 下 ケ ー ス 鍵盤 Assy を 外し ます 。 (1 項 参 照 ) 
Remove the lower key bed assembly. (See procedure 1.) 16-2. [160] の ネジ 4 本 を 外し 、KEY シー ト を 外し ます 。 
Remove the four (4) screws marked [160]. The KEY (区 8) 


circuit board can then be removed. (Fig. 8) 


Speaker 17. スピ ー カ (所 要 时 间 : 約 5 分 ) 

(Time required: About 5 minutes) 17-1. 下 ケ ー ス 鍵盤 Assy を 外し ます 。 (1 项 参照 ) 
Remove the lower key bed assembly. (See procedure 1.) 17-2. [150] の ネジ 4 本 を 外し て 、 ス ピー カ を 外し ます 。 
Remove the four (4) screws marked [150]. The speaker (区 8) 

can then be removed. (Fig. 8) x 左右 の スピ ー カ は 同じ よう に 外せ ます 。 

The right and left speakers can be removed in the 

same manner. 


€ Top мем (上 か ら 見 た 図 ) 


LOWER KEY BED ASSEMBLY 
( 下 ケ ー ス 鍵盤 Assy) 


em СЕ 


SPEAKER 
(スピ ー カ ー) 


Fig. 8( 図 8) 
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18. Disassembling Keyboard Assembly 
(Time required: About 13 minutes) 

18-1. Remove the lower key bed assembly. (See procedure 1.) 

18-2. White Keys and Black Keys 

18-2-1. White and black keys for one octave unit are integrated 
as a set. There are five sets in total. Only the C6 white 
key, unlike the other keys, is not integrated in a set. 
(Fig. 9) 

18-2-2. To remove a set, remove the four (4) each screws 
marked [120A]. The white and black keys in the set can 
then be removed. (Fig. 9) 

When removing, unfasten the two (2) hooks at the back 
of the black keys upward, and lift the white and black 
keys while pulling them toward you a little. (Photo 1) 

18-2-3. To remove the white key C6, remove the screw marked 
[120B], unhook as described in Procedure 18-2-2, and 
pull out toward you. (Fig. 9) 

ы When all white and black keys were removed, first 
attach the white and black keys C3 ~ B3 aligning 
them with the boss, and then attach the remaining 
white and black keys. (Fig. 9) 


€ Top view (上 か ら 見 た 図 ) 


[120A] [120A] 


[120A] 


18. 16N-C61 鍵盤 の 分 解 (所 要 时 间 : 約 13 分 ) 

18-1. 下 ケ ー ス 鍵盤 Assy を 外し ます 。 (1 項 参 照 ) 

18-2. E. ES 

18-2-1. 白 鍵 、 黒 鍵 は 、 左 側 か ら 1 オク ター ブ 単 位 の セッ 
に な っ て いて 、 全 部 で 5 セッ ト あ り ま す 。C6 键 
i EE 1 個 の み で す 。 (59) 

18-2-2.1 オク ター ブ 単 位 の セッ ト は 、I120A| の ネジ 4 Ж 
を 外し て それ ぞ れ 1 セッ ト 分 の 白 鍵 ・ 黒 鍵 を 外し 
ます 。 (249) 
この 時 、 黒 鍵 の 後ろ 側 に ある 2 つの フッ ク を 上 方 
向 に 外し 、 白 鍵 ・ 黒 鍵 を 少し 手前 に 引き な が ら 持 
ち 上 げ ま す 。 (写真 1) 

18-2-3.C6 DHE [1208] の ネジ 1 本 を 外し て 、18-2-2 
項 の よう に フッ ク を 外し て 手前 に 引き な が ら 外 し 
#3. (249) 

※ すべ て の 白 鍵 ・ 黒 鍵 を 外し た 場合 の 組み 立て は 、 最 初 に 
C3 ~ вз の 白 鍵 ・ 黒 鍵 を ボス に 合わ せ て 組み 付け て か 
ら 、 他 の 白 鍵 ・ 黒 鍵 を 組み 付け て くだ さい 。 (219) 


[120A] _ [1208] 


回 | ТТГТТТГТ Т | | 
@ || | (| 
E H HU НАШ БА H H H Ha [p H H HU HCH HG 
>PS く ñ ñ ñ ñ ñ ñ ñ ñ Ё ñ 
° C1 B2NC3| B31C4 Серо 
LOWER KEY BED ASSEMBLY 


( 下 ケ ー ス 鍵盤 Ass' y) 


HOOK (フッ ク ) 


Photo 1 (写真 1) 


Fig.9( 図 9) 


RUBBER CONTACT (接点 ゴム ) 
Photo 2( 写 真 2) 


€ Top view (上 か ら 見 た 図 ) 
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RUBBER CONTACT RUBBER CONTACT 
接点 ゴム ) (接点 ゴム ) 
RUBBER CONTACT RUBBER CONTACT ee 
点 ゴ ム RA (接点 ゴム ) 
[1006] [1006] [1000] [1000] [1000] [1000] 


Wie 


ранг таа — s -tF?fn 


[100С] 


Rubber Contact 
18-3-1. Remove the white and black keys corresponding to 
therubber contacts to be removed. 
(See Fig. 9 and Procedure 18-2.) 
18-3-2. Remove the rubber contacts. (Photo 2, Fig. 10) 
61L-MK Circuit Board 
18-4-1. Remove the white and black keys from C1 to B3. 
(See Fig. 9 and Procedure 18-2.) 
18-4-2. Remove the twelve (12) screws marked [100C]. The 
61L-MK circuit board can then be removed. (Fig. 10) 
ii When installing the 61L-MK circuit board, tighten the 
screws 1 through 12 in numerical order as shown in 
the figure "61L-MK" in Fig. 11. (Fig. 11) 
61H-MK Circuit Board 
18-5-1. Remove the white and black keys from C4 to C6. 
(See Fig. 9 and Procedure 18-2.) 
18-5-2. Remove the eight (8) screws marked [100D]. The 61H- 
MK circuit board can then be removed. (Fig. 10) 
i When installing the 61H-MK circuit board, tighten 
the screws 1 through 8 in numerical order as shown 
inthe figure "61H-MK" in Fig. 11. (Fig. 11) 
ы When replacing the 61H-MK circuit board, remove 
the cushion (PE) marked [300] attached to the back 
and repaste it onto the new 61H-MK circuit board. 
(Fig. 11) 


[100C] 


Fig. 11 (0411) 


[1000] 


Fig. 10 (0410) 


[300] 
(Back side / 裏面 ) 


18-3. 接点 ゴム 

18-3-1. 外 そう と する 接点 ゴム に 対応 し た 白 鍵 ・ 黒 鍵 を 外 
し ます 。 ( 図 9、18-2 項 参照) 

18-3-2. そ れ ぞ れ の 接点 ゴム を 外し ます 。 (写真 2、 図 10) 


18-4. 61L-MK シー ト 

18-4-1.C1 ~ B3 の 白 鍵 ・ 黒 鍵 を 外し ます 。 
( 図 9、18-2 項 参 照 ) 

18-4-2.[000C] の ネジ 12 本 を 外し て 、61L-MK シー ト を 
外し ます 。 (2410) 

ж 61L-MK シー ト を 取り 付け る と き は 、 図 11 の 61L-MK 
シー ト の 番号 1 12 の 順に ネジ を 締め て くだ さい 。 
( 図 11) 

18-5. 61H-MK シー ト 

18-5-1.C4 ~ C6 の 白 鍵 ・ 黒 鍵 を 外し ます 。 
(I9. 18-2 项 参照 ) 

18-5-2.[100D] の ネジ 8 本 を 外し て 、61H-MK シー ト を 外 
LET. (Bd 10) 

ж 61H-MK シー ト を 取り 付け る と き は 、 図 11 の 61H-MK 
シー ト の 番号 1 ~ 8 の 順に ネジ を 締め て くだ さい 。 
(Bd 11) 

ж 61H-MK シー ト を 交換 する 場合 は 、 裏 面取り 付け て あ 
る [300] の クッ ショ ン (PE) を は が し て 、 新 し い シ ー ト 
に 貼り 付け 直し て くだ さい 。 ( 図 11) 
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Ш CIRCUIT BOARDS (シー ト 基 板 図 ) 


JK Circuit Board (YK52800) .Ne 20 
DM Circuit Board (YK527C0) ;00.0 en a eR aa 22/23 
ЕМС Circuit Board (YK529C0) Tcp 28 
KEY Circuit Board (YK529C0)........ u. i a ыды 28 
MOD Circuit Board (YK886BO) D ——————Á 29 
PB Circuit Board (YK886BO) in opidi haee re ни иннин Eur нонда наадан 29 
PNC Circuit Board (YK52900) c——— 24/25 
PNL (PNL, MVR) Circuit Board (УК886ВО) .Nt 26 
PNR Circuit Board (YK886BBO) E 27 
PWS Circuit Board iios b) c ——————MÁ— MÀ 29 
61H-MK Circuit Board (X2335D0).............. De c 21 
61L-MK Circuit Board (X233600) —— 21 


Note: See parts list for details of circuit board component parts. 
Ж: シー ト の 部 品 詳細 は パー ツリ スト を ご 参照 くだ さい 。 
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Ш TEST PROGRAM 


* [f you execute Test No. 048 Factory Set, the setting data and user data will be lost. Be sure to save 


these data for backup in advance. (See page 62.) 


1 Measurement conditions 


1-1. Environment 
Perform tests under following conditions. 
Ordinary temperature (5°Cto 40°C) 
Ordinary humidity (2096 to 9096) 
If the test results deviate from the test standard range, however, re-test under such conditions as the ordinary temperature (5°С 
to 40°С) and ordinary humidity (30% to 90% relative humidity). 


1-2. Power voltage 
Use PA-300C for the AC adaptor. 
The AC power should be 50Hz or 60Hz and the capacity should be 500VA or more. 
The voltage should be +10% of the rating voltage of the adaptor being used. 


1-3. Measuring instruments 


Make sure that the instruments used for inspections have enough accuracy and precision. 
Use the instruments with more than 1M-ohms input impedance. 

* Level meter or audio analyzer (using JIS-C filter) 

* Frequency counter (should be capable of measuring to three places of decimals) 


1-4. Test jig 
Following jigs are required for testing. 
* USB cable (A-B type) 
* USB flash drive 
* Foot controller (FC7) 


1-5. Terminal condition 
Unless otherwise specified, take measurement at the PHONES jack. (Use a stereo plug.) 


PHONES : Install a measuring plug (L/R ch: 33-ohms load) 
AUXIN: Install a measuring plug 

OUTPUT [L/L+R]/[R] : Install a measuring plug (L/R ch: 10k-ohms load) 
FOOT PEDAL [1]/[2]: Connect the foot controller (FC7) 


1-6. Control condition 


Unless otherwise specified, set control knobs as follows. 


MASTER VOLUME : Max 
PITCH BEND : Center 
MODULATION : Min 


Set others in the default state when the power is turned on. 


1-7. Measurement unit 
OdBu = 0.775 Vrms 


PSR-SX600 


2 Test mode 


2-1. Starting up Test mode 
There are two methods to start up Test mode. 
Method 1 


1) While pressing keys [C42], [F2], [G#2] (C#2 major chord) simultaneously, turn on the [0] (Standby/On) switch. 
2) When Test mode started successfully, “TEST” is shown on the LCD. 


Method 2 


1) While pressing the buttons [PIANO & E.PIANO], [GUITAR] and [STRINGS & CHOIR] simultaneously, turn 
on the [05] (Standby/On) switch. 
2) When Test mode started successfully, "TEST" is shown on the LCD. 


[O](Standby/On) switch [START/STOP] button Date dial Cursor [A][W] buttons 


[S YAMAHA] 


ら geig сее oy свававао GE" sono. Ë: 
TET | 
е 
е || 
[ASSIGN] button 11 


PIANO& ORGAN& STRINGS SYNTH PERC.& EXPANSION/ 
E.PIANO ACCORDION GUITAR BASS &CHOIR BRASS WOODWIND АРАС DRUMS — USER 


COLI MW о о ош 


МО!СЕ 


2-2.  Selection/execution of Test items 


1) Select an item with the Cursor [А ][ | buttons or Data dial. 


* When selecting a test item, the first item (No. 001) can be switched to the last item (No. 049) by pressing the Cursor [4.] 
button or turning the Data dial counterclockwise. Similarly, the last item (No. 049) can be returned to the first item 
(No. 001) by pressing the Cursor [ W | button or turning the Data dial clockwise. 


2) Press the [START/STOP] button to execute the test item. For details, refer to the explanation page for each Test Program 
item. 


2-3.  Ifthe test result shows “ОК” 


To return to the display of test item selection, press the [START/STOP] button. 
* Test item the result of which was OK is shown with an asterisk (*) at the left of the name. 


2-4. “И the test result shows “NG” 
To return to the display of test item selection, press the [ASSIGN] button or the lowest key. 
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3. Test Program List 


(dBu-dBm) 
001 : Version Indicates the model name, designated country information and each ROM version (*.**). 
1) Press the [START/STOP] button, the versions are shown on the LCD. 
Model Name : PSR-SX600 (x) 
Main ROM :ж.ж 
Wave ROM : *.* * 


Hardware ID : : х х х ok х ck ж Ж ж ж 
2) Confirm the shwon on the LCD. 
X-"OTH" : Other destination, x="INA" : For Indonesia 
Confirm that an 11 digit alphanumeric is shown. 


3) Press the [START/STOP] button to exit the TEST item. 
002 : Memory Check1 All 


Executes the simplified check of all the memories (test No. 003 to 006)at one time. 
1) Press the [START/STOP] button. 


2) Confirm the test result. 
OK : OK 
NG: NG 


3) Press the [START/STOP] button to exit the TEST item. 


If the result is OK: tests No. 003 to 006 can be skipped. 


If the result is NG: the test stops when any problem is found. To check details, execute the test from No. 
003 : ROM Check1 Executes the simplified check of the ROM connected to the CPU bus. 
1) Press the [START/STOP] button. 
2) Confirm the test result. 
OK : OK 
NG: NG 
3) Press the [START/STOP] button to exit the TEST item. 
Executes the simplified check of the RAM connected to the CPU bus. 
1) Press the [START/STOP] button. 
2) Confirm the test result. 
OK : OK 
NG: NG 


3) Press the [START/STOP] button to exit the TEST item. 
Executes the simplified check of the Wave ROM. 
1) Press the [START/STOP] button. 
2) Confirm the test result. 
OK : OK 
NG: NG 
3) Press the [START/STOP] button to exit the TEST item. 
Executes the simplified check of the Wave RAM. 
1) Press the [START/STOP] button. 
2) Confirm the test result. 
OK : OK 
NG: NG 


3) Press the [START/STOP] button to exit the TEST item. 
Executes the simplified check of the Effect RAM. 
1) Press the [START/STOP] button. 
2) Confirm the test result. 
OK : OK 
NG: NG 
3) Press the [START/STOP] button to exit the TEST item. 
Checks whether the output from this instrument is correct pitch or not. 
1) Connect the frequency counter to the [PHONES] jack at either L or R. 
2) Press Ше [START/STOP] button, Ше АЗ sine wave sound is produced. 


3) Confirm the frequency counter indication. 
OK: 441.00 + 0.2Hz 


004 : RAM Check1 


005 : Wave ROM Check1 


006 : Wave RAM Check1 


007 : Effect RAM Check1 


008 : Pitch Check 


4) Press the [START/STOP] button to stop the sound and to exit the TEST item. 
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LCD display Test items and judging conditions 


009 : Output R Check 


Measures the signal output level from the R channel of each output terminal. 
1) Connect the level meter or audio analyzer to the output terminal to be measured. 
2) Press the [START/STOP] button, the C5 sine wave sound is produced. 
3) Confirm the output levels indicated on the level meter or audio analyzer. 
: [PHONES] jack (330 load) 
OK: L: -50.0 dBu or less, В: -6.0 = 2 dBu 
* OUTPUT [L/L+R]/[R] jack (10kQ load) 
OK: L/L+R: -65.0 dBu or less, В: -6.0 = 2 dBu 
* When disconnecting the plug from the OUTPUT [R] jack, the sound is produced from OUTPUT [L/ 


L+R] jack. 
* When disconnecting the plug from the [PHONES] jack, the sound is produced from the speaker. 


5) Press the [START/STOP] button to stop the sound and to exit the TEST item. 


010 : Output L Check 


Measures the signal output level from the L channel of each output terminal. 
1) Connect the level meter or audio analyzer to the output terminal to be measured. 
2) Press the [START/STOP] button, the C5 sine wave sound is produced. 
3) Confirm the output levels indicated on the level meter or audio analyzer. 
: [PHONES] jack (330 load) 
OK: L:-6.0 = 2 dBu, К: -50.0 dBu or less 
* OUTPUT [L/L+R]/[R] jack (10k load) 
OK: L/L+R: -6.0 + 2 dBu, R: -65.0 dBu or less 
* When disconnecting the plug from the [PHONES] jack, the sound is produced from the speaker. 
5) Press the [START/STOP] button to stop the sound and to exit the TEST item. 


011: SP MUTE Check 


Checks whether the Speaker Mute of analog signals work properly or not. 
1) Press the [START/STOP] button, the C5 sine wave sound is produced and “OFF” is shown on the 


LCD. 
2) Press the cursor [>] button, the SP MUTE circuit is activated and “ОМ” is shown on the LCD.Con- 


firm that the speakers are muted. 
3) Press the cursor [4] button, the SP MUTE circuit is deactivated and “OFF” is shown on the LCD. 


Confirm that muting of the speakers are cancelled. 
4) Press Ше [START/STOP] button to stop the sound and to exit the TEST item. 


Caution: 
While this test is executed, connection/disconnection of the headphone is not detected. (Sound comes out 


of the speaker even if the headphone is connected.) 


012 : MUTE Check 


Checks whether the MUTE of analog signals works properly or not. 

1) Press the [START/STOP] button, the C5 sine wave sound is produced and “OFF” is shown on the 
LCD. 

2) Press the cursor [>] button, the muting circuit is activated and “ОМ” is shown on the LCD. 
Confirm that the speakers and all output jacks ((PHONES], OUTPUT [L/L+R]/[R])are muted. 

3) Press the cursor | 4] button, the muting circuit is deactivated and “OFF” is shown on the LCD. 
Confirm that muting of the speakers and all output terminals are cancelled. 

4) Press the [START/STOP] button to stop the sound and to exit the TEST item. 


Caution: 
When checking the output of the speakers, do not insert any plug to the [PHONES] jack. 


013 : Emergency Circuit 
Check 


Checks whether the Fail-Safe Circuit for digital volume control works properly or not. 

1) Press the [START/STOP] button, the A3 sine wave sound is produced and “OFF” is shown on the 
LCD. 

2) Press the cursor [>] button, the Fail-Safe Circuit function is activated and “ON” is shown on the 
LCD. 
Confirm that the speakers and all output jacks ([PHONES], OUTPUT [L/L+R]/[R])are muted. 

3) Press the cursor [4] button, the Fail-Safe Circuit function is deactivated and "OFF" is shown on the 
LCD. 
Confirm that muting of the speakers and all output terminals are cancelled. 
When the Fail-Safe Circuit is not detected, “NG” is shown on the LCD. 

4) Press the [START/STOP] button to stop the sound and to exit the TEST item. 


Caution: 


When checking the output of the speakers, do not insert any plug to the [PHONES] jack. 
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014 : AUX-IN Check Checks whether the [AUX IN] jack work properly or not. 

1) Press the [START/STOP] button, and “Not Inserted” is shown on the LCD. 

2) Connect the plug to the [AUX IN] jack, and “Inserted” is shown on the LCD. 
Confirm whether an input sound to Ше [AUX IN] jack is produced from OUTPUT [L/L+R]/[R], 
[PHONES] jacks and speakers properly (Check whether there is no noise or strange sound). 

3) Disconnect the plug, “Not Inserted” is shown on the LCD. 

4) Press the [START/STOP] button to exit the TEST item. 

015 : MIC Check Checks whether the [MIC INPUT] jack work properly or not. 

1) Connect the level meter or audio analyzer to OUTPUT [L/L+R]/[R] jacks. 

2) Press the [START/STOP] button, and “MUTE : OFF”, “Not Inserted” are shown on the LCD. 

3) Connect the plug to the [MIC INPUT] jack, “Inserted” is shown on the LCD. 
Confirm whether an input sound to the [MIC INPUT] jack is produced from OUTPUT [L/L+R]/[R}, 
[PHONES] jacks and speakers properly (Confirm whether there is no noise or strange sound). 

4) Disconnect the plug, “Not Inserted” is shown on the LCD. 

5) Confirm the output levels indicated on the level meter or audio analyzer when the 1 kHz sine wave 
(-40 dBu) is inputted into [MIC INPUT] jack. 
OK: 42.5 = 2 dBu 

6) Press the cursor [>] button, "MUTE : ОМ” is shown on the LCD. 
Confirm that the OUTPUT [L/L+R]/[R] jacks is muted. 

7) Press the cursor [4] button, the muting circuit is deactivated and “MUTE : OFF” is shown on the 
LCD. 
Confirm that muting of the OUTPUT [L/L+R]/[R] jacks is cancelled. 

8) Press the [START/STOP] button to exit the TEST item. 

016 : SW, LED Check Checks whether each panel button with its LED (if available) works properly or not. 

1) Press the [START/STOP] button, "Push button пате" is shown on the LCD. 

2) Press the button specified on the LCD. "button name Оп” is shown on the LCD, the sine wave 
sound is produced with the pitch assigned to the pressed button, and the LED lamp lights if available. 
For information about the pitch assigned to each button and the LED color, refer to pages 40. 

3) Release the button, the name of the push button to be pressed next is shown on the LCD. 

4) Press the button specified on the LCD one by one. 

When all the buttons are finished, "Dial DOWN 50” is shown on the LCD. 

5) Turn the data dial in the down direction (to the left). 

“Dial UP 0” is shown on the LCD. 
6) Turn the data dial in the up direction (to the right). 
"End' is shown on the LCD. 

7) Press the [START/STOP] button to exit the TEST item. 

* When the pressed button is wrong, the following indication will be shown on the LCD. 

* *NG [the name for the pressed switch] On" when you press the button different from the one 

specified on the LCD. 

• “Over Two Sw" when two or more buttons are pressed. 

* To discontinue checking, press the lowest key or press the [ASSIGN] button. (effective 

only after the [ASSIGN] button check) 

017 : AII LED On Checks whether all the LED lamps light properly or not. 

1) Press Ше [START/STOP] button, all the LED lamps are turned on and “- - is shown on the LCD. 

2) Confirm that all the LED lamps light. 

3) Press the [START/STOP] button to exit the TEST item and all the LED lamps are turned off. 

018 : Red LED On Checks whether all the red LED lamps light properly or not. 

1) Press Ше [START/STOP] button, all the red LED lamps are turned on, and “~ -" is shown on the 
LCD. 

2) Confirm that all the red LED lamps light. 

3) Press the [START/STOP] button to exit the TEST item and all the LED lamps are turned off. 

020 : Blue LED On Checks whether all the blue LED lamps light properly or not. 

1) Press the [START/STOP] button, all the blue LED lamps аге turned on, and “- - is shown on the 
LCD. 

2) Confirm that all the blue LED lamps light. 

3) Press the [START/STOP] button to exit the TEST item and all the LED lamps are turned off. 
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021 : AII LCD On 
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Checks whether all the LCD dots are turned on (black) properly or not. 
1) Press the [START/STOP] button. 
2) Confirm that all the dots of the LCD are turned on (black). 
3) Press the [START/STOP] button to exit the TEST item, the LCD indication returns to the normal 
status. 


022 : All LCD Off 


Checks whether all the LCD dots are turned off (white) properly or not. 
1) Press the [START/STOP] button. 
2) Confirm that all the dots of the LCD are turned off (white). 
3) Press the [START/STOP] button to exit the TEST item, the LCD indication returns to the normal 
status. 


023 : LCD Pattern Check 


Checks whether the LCD has no color unevenness or not. 
1) Press the [START/STOP] button, the Crosstalk screen is shown on the LCD. 
2) Confirm LCD has no color unevenness. 
The display pattern can be changed with cursor [4] [0] buttons. 
3) Press the [START/STOP] button to exit the TEST item, the LCD indication returns to the normal 
status. 


024 : LCD Backlight Off 
Check 


Checks whether the LCD backlight is turned on / off properly or not. 
1) Press the [START/STOP] button, the LCD backlight is turned off. 
2) Press one of the cursor [4] [>] buttons, the LCD backlight is turned on and "ON" is shown on the 
LCD. 
Confirm LCD backlight can be switched on / off with the cursor [4 ] [P] buttons. 
3) Press the [START/STOP] button to exit the TEST item, the LCD indication returns to the normal 
status. 


025 : LCD Mounting 
Position Check 


Checks the mounting position of the LCD is correct or not. 
1) Press the [START/STOP] button, the confirmation image for mounting position is shown on the 
LCD. 
2) Confirm that a white frame is visible around the LCD when viewed from the front. 


3) Press the [START/STOP] button to exit the TEST item, and the LCD indication returns to the nor- 
mal status. 


026 : Main Volume 
Check 


Checks whether the MASTER VOLUME control works properly or not. 
1) Press the [START/STOP] button, and "Main Volume MIN хх” is shown on the LCD. 
хх=0 to 255 
2) Set the [MASTER VOLUME] control to the minimum position. 
As the dial is moved, the value (0 to 255) is shown on the LCD. 
When the minimum value is detected, "Main Volume MAX 0” is shown on the LCD. 
3) Set the [MASTER VOLUME] control to the maximum position. 
When the maximum value is detected, “OK 255" is shown on the LCD. 
4) Press the [START/STOP] button to exit the TEST item. 


027 : Pitch Bend Wheel 
Check 


Checks whether the PITCH BEND wheel control works properly or not. 

1) Press the [START/STOP] button, and “Pitch Bend Up 128” is shown on the LCD. 

2) Set the [PITCH BEND] wheel to the maximum position, the G3 sound is produced for a second and 
"Pitch Bend Down 255” is shown on the LCD. 

3) Set the [PITCH BEND] wheel to the minimum position, the C3 sound is producedfor a second and 
"Pitch Bend Center 0” is shown on the LCD. 

4) Set the [PITCH BEND] wheel to the center position, the C4 sound is producedfor a second and “ОК 
128” is shown on the LCD. 

5) Press the [START/STOP] button to exit the TEST item. 


028 : Modulation Wheel 
Check 


Checks whether the MODULATION Wheel control works properly or not. 

1) Press the [START/STOP] button, and "Modulation Up хх” is shown on the LCD. 
хх=0 to 255 

2) Set the [MODULATION] wheel to the maximum position, the G3 sound is produced for a second 
and “Modulation Down 255” is shown on the LCD. 

3) Set the [MODULATION] wheel to the minimum position, the C4 sound is produced for a second 
and “ОК” is shown on the LCD. 

4) Press the [START/STOP] button to exit the TEST item. 
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LCD display Test items and judging conditions 
029 : Knob Check Checks whether the LIVE CONTROL [1]/[2] knobs works properly or not. 


1) Press Ше [START/STOP] button, and "Knob 1 MIN (xx) is shown on the LCD. 
хх=0 to 255 


2) Set the LIVE CONTROL [1] knob to the minimum position. 
As the dial is moved, the value (0 to 255) is shown on the LCD. 


When the minimum value is detected, the G3 sound is produced for a second and "Knob 1 МАХ (0)” 
is shown on the LCD. 


3) Set the LIVE CONTROL [1] knob to the maximum position. 


When the maximum value is detected, the C3 sound is produced for a second and "Knob 1 Center 
(255)” is shown on the LCD. 


4) Set the LIVE CONTROL [1] knob to the center position. 


When the center value is detected, the C4 sound is produced for a second and "Knob 2 MIN (128)” 
is shown on the LCD. 


5) Set the LIVE CONTROL [2] knob to the minimum position. 


When the minimum value is detected, the G3 sound is produced for a second and "Knob 2 MAX (0)” 
is shown on the LCD. 


6) Set the LIVE CONTROL [2] knob to the maximum position. 


When the maximum value is detected, the C3 sound is produced for a second and "Knob 2 Center 
(255) is shown on the LCD. 
7) Set the LIVE CONTROL [2] knob to the center position. 


When the center value is detected, the C4 sound is produced for a second and “OK” is shown on the 
LCD. 


8) Press the [START/STOP] button to exit the TEST item. 
Checks whether the Foot Pedal plugged into FOOT PEDAL [1] jack works properly or not. 
1) Connect the foot pedal (FC7) to FOOT PEDAL [1] jack. 
2) Press the [START/STOP] button, “Pedal1 МАХ” is shown on the LCD. 
When the pedal is not detected, "No Pedal” is shown on the LCD. 


3) Press the pedal to the maximum position, the C3 sound is produced for a second and "Pedal1 MIN" 
is shown on the LCD. 


034 : Pedal1 Check 


4) Press the pedal to the minimum position, the G3 sound is produced for a second and “Pedal1 OUT” 
is shown on the LCD. 


5) Disconnect the pedal from the FOOT PEDAL [1] jack, the C4 sound is produced for a second and 
“ОК” is shown on the LCD. 
6) Press the [START/STOP] button to exit the TEST item. 
Checks whether the Foot Pedal plugged into FOOT PEDAL [2] jack works properly or not. 
1) Connect the foot pedal (FC7) to FOOT PEDAL [2] jack. 
2) Press the [START/STOP] button, "Pedal2 МАХ” is shown on the LCD. 
When the pedal is not detected, "No Pedal" is shown on the LCD. 


3) Press the pedal to the maximum position, the C3 sound is produced for a second and "Pedal2 MIN" 
is shown on the LCD. 


035 : Pedal2 Check 


4) Press the pedal to the minimum position, the G3 sound is produced for a second and “Pedal2 OUT” 
is shown on the LCD. 


5) Disconnect the pedal from the FOOT PEDAL [2] jack, the C4 sound is produced for a second and 
“ОК” is shown on the LCD. 

6) Press the [START/STOP] button to exit the TEST item. 

037 : USB to Device | Checks whether the [USB TO DEVICE] and [USB TO HOST] terminals work properly or not. 

/Host Check 1) Press Ше [START/STOP] button, "Connect Device-Host” is shown on the LCD. 

2) Connect the USB cable to the [USB TO DEVICE] terminal and [USB TO HOST] terminal, the C4 
sound is produced for a second and "OK" is shown on the LCD. 

3) Press the [START/STOP] button to exit the TEST item. 

4) Disconnect the USB cable. 
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038 : USB Storage Checks whether or not the instrument can access the USB memory device connected to the [USB TO 
Device DEVICE] terminal. 

1) Insert the USB flash drive and press the [START/STOP] button. 

2) Confirm that "OK" is shown on the LCD. 
When no media is inserted, "NO DISK" will be displayed. 
When the media is unformatted, “UNFORMAT DISK" will be displayed. 
When the media is protected, “PROTECT DISK" will be displayed. 
When failed in reading/writing, “МО” will be displayed. 

3) Press the [START/STOP] button to exit the TEST item. 

4) Disconnect the USB flash drive. 

039 : Keyboard Type | Checks whether this instrument can recognize the keyboard type correctly or not. 

Check 1) Press the [START/STOP] button. 

2) Confirm that “OK (16М61)” is shown on the LCD. 

3) Press the [START/STOP] button to exit the TEST item. 

040 : 1-2Make Check | Checks 1-2Make for each key being pressed. 

1) Press the [START/STOP] button. 

2) Press any key so that velocity calculated by the 1-2 Make is detected then "Note: ## 1-2MakeVel: 
**" are shown on the LCD. The sound is output with a velocity calculated by the 1-2Make. 
## : Note No. of pressed key ** : Velocity 
The value ** varies depending on the velocity with which the key is pressed. 

3) Release the key, “OK” is displayed on the LCD. 

4) Press the [START/STOP] button to exit the TEST item. 

041 : ROM Check2 Executes the complete check of the ROM. (It will take about 6 seconds.) 

1) Press the [START/STOP] button. 

2) Confirm the test result. 

OK: OK 
NG: NG 

3) Press the [START/STOP] button to exit the TEST item. 

042 : Wave ROM Executes the complete check of the Wave ROM. (It will take about 1 minutes 50 seconds.) 

Check2 1) Press the [START/STOP] button. 

2) Confirm the test result. 

OK: OK 
NG: NG 

3) Press the [START/STOP] button to exit the TEST item. 

043 : Wave RAM Executes the complete check of the Wave RAM (It will take about 24 seconds.) 

Check2 1) Press the [START/STOP] button. 

2) Confirm the test result. 

OK: OK 
NG: NG 

3) Press the [START/STOP] button to exit the TEST item. 

044 : Effect RAM Executes the complete check of the Effect RAM . (It will take about 32 seconds.) 

Check2 1) Press the [START/STOP] button. 

2) Confirm the test result. 

OK: OK 
NG: NG 
3) Press the [START/STOP] button to exit the TEST item. 


37 


PSR-SX600 


LCD display Test items and judging conditions 


045 : Panel PCB (PNC circuit board) Checks whether each panel button with its LED (if available) works properly or 
Check 1 но: 

1) Press the [START/STOP] button, "Push button name” is shown on the LCD. 

2) Press the button specified on the LCD. "button name Оп” is shown on the LCD, the sine wave 
sound is produced with the pitch assigned to the pressed button, and the LED lamp lights if available. 
For information about the pitch assigned to each button and the LED color, refer to pages 41. 

3) Release the button, the name of the push button to be pressed next is shown on the LCD. 

4) Press the button specified on the LCD one by one. 

When all the buttons are finished, "Dial DOWN 50” is shown on the LCD. 
5) Turn the data dial in the down direction (to the left). 

“Dial UP 0” is shown on the LCD. 
6) Turn the data dial in the up direction (to the right). 

“End” is shown on the LCD. 

7) Press the [START/STOP] button to exit the TEST item. 

* When the pressed button is wrong, the following indication will be shown on the LCD. 
* “NG [the name for the pressed switch] Оп” when you press the button different from the one 
specified on the LCD. 
* "Over Two Sw" when two or more buttons are pressed. 
* To discontinue checking, press the lowest key or press the [ASSIGN] button. (effective 
only after the [ASSIGN] button check) 
046 : Panel PCB (PNR and PNL circuit boards) Checks whether each panel button with its LED (if available) works prop- 
Check 2 erly or not. 

1) Press the [START/STOP] button, "Push button name” is shown on the LCD. 

2) Press the button specified on the LCD. "button name Оп” is shown on the LCD, the sine wave 
sound is produced with the pitch assigned to the pressed button, and the LED lamp lights if available. 
For information about the pitch assigned to each button and the LED color, refer to pages 41. 

3) Release the button, the name of the push button to be pressed next is shown on the LCD. 

4) Press the button specified on the LCD one by one. 

When all the buttons are finished, "End" is shown on the LCD. 
5) Press the [START/STOP] button to exit the TEST item. 
* When the pressed button is wrong, the following indication will be shown on the LCD. 
* “NG [the name for the pressed switch] Оп” when you press the button different from the one 
specified on the LCD. 
e "Over Two Sw” when two or more buttons are pressed. 
* To discontinue checking, press the lowest key or press the [ASSIGN] button. (effective 
only after the [ASSIGN] button check) 


048 : Factory Set To initialize all the backup areas to restore factory default. 
The actual Factory Set has not been executed yet at this timing, but will be executed next time the power 


is turned on. 

Caution: 

Note that all user data will be cleared. Before executing the factory reset procedure, be sure to save the 
important data as a backup in the USB flash drive. (Refer to page 62) 

1) Press the [START/STOP] button, "OK" is shown on the LCD. 

2) Press the [START/STOP] button to exit the TEST item. 

* When the power is turned on next time, "Force Format Mode" is shown on the LCD 
and the instrument return to the Normal mode. Never turn off the power until the Main 
display appears. Doing so may cause a malfunction. (It will take about 15 seconds.) 

049 : Test Exit Lets you exit from the Test mode to the Normal mode. 

1) Press the [START/STOP] button. 

The Test mode will end, then the instrument will be restarted. 


2) After restarting, the main screen is displayed and the instrument return to the Normal mode. 
* Never turn off the power until the Main display appears. 
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4-1. 


4-2. 


Inspections of the others 


AUX IN 


Take measurement with the Test Program [014: AUX-IN Check] selected. 
Check that each terminal output is as shown in the table below when a signal is inputted into AUX IN. 


OUTPUT (10 КО load) 


OUTPUT 
INPUT 


L 


R 


AUX IN L: Sine wave (1 kHz, 0 dBu) 


AUX IN R: No input 


+7.3 + 2 dBu 


-50.0 dBu or less 


AUX IN L: No input 
AUX IN R: Sine wave (1 kHz, 0 dBu) 


Noise Level Check 


-50.0 dBu or less 


+7.3 = 2 dBu 


1) Do not connect anything to the [AUX IN], [MIC INPUT] jacks. 


2) Connect the level meter or audio analyzer (using the JIS-C filter) to the [PHONES], OUTPUT [L/L+R]/[R] jacks. 


3) Turn the master volume to the maximum position. 


4) Measure the output voltage and confirm that the measured values are within specification as follows: 


[PHONES] 

L: -90.0 dBu or less 

R: -90.0 dBu or less 
OUTPUT [L/L+R]/[R] 
L/L+R: -86.0 dBu or less 
R: -86.0 dBu or less 
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@ Switch Test Sequence 


Turn Panel SW Name LED made to turn on Note No. Turn Panel SW Name LED made to turn on Note No. 
1 |RESET/TAP TEMPO - C2 65 | REG. MEMORY 2 REG. MEMORY 2 (RED, BLUE) ЕЗ 
2 |РОР&ВОСК - С#2 66 | REG. MEMORY 3 REG. MEMORY 3 (RED, BLUE) F3 
3 |DANCE & R&B - D2 67 | REG. MEMORY 4 REG. MEMORY 4 (RED, BLUE) Е#З 
4 | LATIN & JAZZ - D#2 68 | REG. MEMORY 5 REG. MEMORY 5 (RED, BLUE) G3 
5 | COUNTRY &BALLROOM |- E2 69 | REG. MEMORY 6 REG. MEMORY 6 (RED, BLUE) G#3 
6 | ENTERTAINMENT - F2 70 | REG. MEMORY 7 REG. MEMORY 7 (RED, BLUE) АЗ 
7 | WORLD - Е#2 71 | REG. MEMORY 8 REG. MEMORY 8 (RED, BLUE) А#З 
8 | STYLE EXPANSION/USER |- G2 72 |EXIT - B3 
9 |SONG FUNCTION - G#2 73 |TAB« - C4 
10 | USB AUDIO PLAYER - A2 74 | TAB» - C#4 
11 | PLAYLIST - А#2 75 |-/МО - D4 
12 | MIXER - B2 76 | UP - D#4 
13 | ASSIGN - ©з 77 |+/YES - E4 
14 | METRONOME METRONOME C#3 78 | ENTER - F4 
15 | TEMPO - - D3 79 |LEFT - F#4 
16 | TEMPO + - D#3 80 | DOWN - G4 
17 | TRANSPOSE - - E3 81 | RIGHT - G#4 
18 | TRANSPOSE + - F3 82 |DIRECT ACCESS - A4 
19 | SONG REC SONG REC F#3 83 PIANO & E.PIANO - A#4 
20 | SONG STOP - G3 84 | ORGAN & ACCORDION - B4 
21 | SONG PLAY/PAUSE SONG PLAY/PAUSE (RED, BLUE) G#3 85 | GUITAR - C5 
22 | SONG REW - A3 86 | BASS - С#5 
23 | SONG FF - A#3 87 |STRING & CHOIR - D5 
24 | AUTO FILL IN AUTO FILL IN B3 88 | BRASS - D#5 
25 | FADE IN/OUT FADE IN/OUT C4 89 | WOODWIND - E5 
26 | ACMP ACMP C#4 90 |SYNTH & PAD - F5 
27 |INTROI INTRO ! (RED, BLUE) D4 91 | PERC. & DRUMS - F#5 
28 |INTROII INTRO II (RED, BLUE) D#4 92 | VOICE EXPANSION/USER |- G5 
29 | INTRO III INTRO III (RED, BLUE) E4 93 |MIC SETTING USB G#5 
30 |MAIN VARIATION A MAIN VARIATION A (RED, BLUE) F4 94 | OTS LINK OTS LINK A5 
31 | MAIN VARIATION В MAIN VARIATION B (RED, BLUE) F#4 95 | OTS1 - А#5 
32 | MAIN VARIATION C MAIN VARIATION C (RED, BLUE) G4 96 |OTS2 - B5 
33 | MAIN VARIATION D MAIN VARIATION D (RED, BLUE) G#4 97 | OTS3 - C2 
34 | BREAK BREAK (RED, BLUE) А4 98 |OTS4 - C#2 
35 | ENDING/it. | ENDING/rit. 1 (RED, BLUE) A#4 99 | PART SELECT LEFT PART SELECT LEFT D2 
36 | ENDING/rit. II ENDING/rit. II (RED, BLUE) B4 100 | PART SELECT RIGHT 1 PART SELECT RIGHT 1 D#2 
37 | ENDING/srit. III ENDING/rit. III (RED, BLUE) C5 01 | PART SELECT RIGHT 2 PART SELECT RIGHT2 E2 
38 | SYNC STOP SYNC STOP C#5 02 | HARMONY/ARPEGGIO HARMONY/ARPEGGIO F2 
39 | SYNC START SYNC START D5 03 | SUSTAIN DSP F#2 
40 | START/STOP START/STOP (RED, BLUE) D#5 104 | DSP VARI. G2 
41 | CHANNEL ON/OFF - E5 05 | SELECT - G#2 
42 | BALANCE - F5 06 | MULTI PAD 1 MULTI PAD 1 (RED, BLUE) A2 
43 | REGIST - - #5 07 | MULTI PAD2 MULTI PAD 2 (RED, BLUE) А#2 
44 | REGIST + - G5 108 | MULTI PAD 3 MULTI PAD 3 (RED, BLUE) B2 
45 |1-U - G#5 09 | MULTI PAD 4 MULTI PAD 4 (RED, BLUE) C3 
46 |2-U - A5 10 | STOP - C43 
47 |3-U - A#5 11 | PART ON/OFF LEFT HOLD | LOWER LEFT HOLD D3 
48 |4-U - B5 112 | PART ON/OFF LEFT LOWER LEFT D#3 
49 |5-U - C2 13 | PART ON/OFF RIGHT 1 UPPER RIGHT 1 ЕЗ 
50 |6-U - C#2 14 | PART ON/OFF RIGHT 2 UPPER RIGHT 2 F3 
51 |7-U - D2 15 | UPPER OCTAVE - - Е#З 
52 |8-U - D#2 116 | UPPER OCTAVE + - G3 
53 |14 - E2 
54 |2-L - F2 
55 |3-L - Е#2 
56 |4-L - G2 
57 |5-L - G#2 
58 |6-L - A2 
59 |7-L - А#2 
60 | 8-L - B2 
61 | MENU - C3 
62 |FREEZE FREEZE сіз 
63 | МЕМОВҮ - D3 
64 | REG. MEMORY 1 REG. MEMORY 1 (RED, BLUE) D#3 
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@ Panel PCB division check 1 


(PNC circuit board) Turn| Panel SW Name LED made to turn on |Note No. 
Turn Panel SW Name LED made to turn on Note No. 18 BABU SELECULERL PART SELEOT LEFT р? 
1 | CHANNEL ON/OFF ES 19 |PARTSELECT RIGHT 1 PART SELECT RIGHT 1 082 
2 | BALANCE F5 20 | PART SELECT RIGHT 2 PART SELECT RIGHT2 E2 
3 | REGIST - s EHS 21 | HARMONY/ARPEGGIO HARMONY/ARPEGGIO F2 
4 | REGIST + Е GE 22 |SUSTAIN DSP F#2 
5 По - Gils 23 | DSP VARI. G2 
6 |2-џ 3 A5 24 |SELECT Р ою 
7 зо - Aue 25 |MULTI PAD 1 MULTI PAD 1 (RED, BLUE) A2 
8 |4U - B 26 |MULTI PAD2 MULTI PAD 2 (RED, BLUE) А#2 
9 150 - бә 27 |MULTI PAD3 MULTI PAD 3 (RED, BLUE) B2 
10 leu | баз 28 |MULTI PAD4 MULTI PAD 4 (RED, BLUE) C3 
11 [т - D 29 | STOP - Сӛз 
12 |&U = Бр 30 | PART ON/OFF LEFT HOLD | LOWER LEFT HOLD D3 
13 |i N = 81 | PART ON/OFF LEFT LOWER LEFT D#3 
14 124 = B 32 | PART ON/OFF RIGHT 1 UPPER RIGHT 1 E3 
15 |3-L Е ГД 33 | PART ON/OFF RIGHT 2 UPPER RIGHT 2 F3 
16 |44 | Go 84 |UPPEROCTAVE - - FHS 
17 |5-L 3 Сй? 85 | UPPER OCTAVE + - G3 
18 |61 Ы A2 36 | RESET/TAP TEMPO - C2 
19 |7-L 3 A 37 | POP & ROCK - CH#2 
20 |81 : B2 38 | DANCE & R&B = D2 
21 | MENU I сз 39 |LATIN & JAZZ Е 082 
22 | FREEZE FREEZE біз 40 | COUNTRY в BALLROOM |- E2 
23 | MEMORY к D3 41 | ENTERTAINMENT - Е2 
24 | REG. MEMORY 1 REG. MEMORY 1 (RED, BLUE) D#3 а. WORLD - F#2 
25 |REG. MEMORY 2 REG. MEMORY 2 (RED, BLUE) E3 43 [STYLE EXPANSION/USER | = G2 
26 |REG. MEMORY 3 REG. MEMORY 3 (RED, BLUE) F3 44 | SONG FUNCTION a G#2 
27 | REG. MEMORY 4 REG. MEMORY 4 (RED, BLUE) F#3 45 | USB AUDIO PLAYER | А2 
28 |REG. MEMORY 5 REG. MEMORY 5 (RED, BLUE) G3 аба PLAYLIST Е A#2 
29 | REG. MEMORY 6 REG. MEMORY 6 (RED, BLUE) ояз ӨЗ MIXER 5 82 
30 | REG. MEMORY 7 REG. MEMORY 7 (RED, BLUE) A3 i ASSIGN - c3 
31 | REG. MEMORY 8 REG. MEMORY 8 (RED, BLUE) АЯЗ 49. | METRONOME METRONOME C#3 
32 | EXIT š B3 50 |TEMPO- - D3 
зз |ТАВ< В са 51 | TEMPO + 2 Біз 
34 |ТАВ> 2 см 52 | TRANSPOSE - - ЕЗ 
35 |-/МО 2 Da 58 | TRANSPOSE + " F3 
36 [ОР а Бед 54 | SONG REC SONG REC FHS 
37 | +/YES P E4 55 | SONG STOP : G3 
38. | ENTER и F4 56 | SONG PLAY/PAUSE SONG PLAY/PAUSE (RED, BLUE) | G#3 
39 | LEFT - F#4 57 | SONG REW да 
40 |DOWN s G4 58 | SONG FF - p 
41 | RIGHT I сва 59 | AUTO FILL IN AUTO FILL IN вз 
60 | FADE IN/OUT FADE IN/OUT C4 
@ Panel PCB division check 2 EP GT ae бы 
(PNR апа PNL circuit boards) 63 |INTROII INTRO II (RED, BLUE) D#4 
Turn Panel SW Name LED made to turn on Note No. 64 | INTRO III INTRO III (RED, BLUE) E4 
1 | DIRECT ACCESS Е А4 65 | MAIN VARIATION А MAIN VARIATION А (RED, BLUE) F4 
2 | PIANO & E.PIANO = А#4 66 | MAIN VARIATION B MAIN VARIATION B (RED, BLUE) F#4 
3 |ORGAN & ACCORDION + B4 67 | MAIN VARIATION C MAIN VARIATION C (RED, BLUE) G4 
4 | GUITAR - C5 68 | MAIN VARIATION D MAIN VARIATION О (RED, BLUE) | ом 
5 |BASS 5 Cit 69 | BREAK BREAK (RED, BLUE) A4 
6 | STRING & CHOIR Е 05 70 |ENDING/rit. | ENDING/rit. | (RED, BLUE) nm 
7 |BRASS = D#5 71 | ENDING/rit. II ENDING/rit. Il (RED, BLUE) B4 
8 |WOODWIND Е Е5 72 |ENDING/rit. II ENDING/rit. III (RED, BLUE) C5 
9 |SYNTH & PAD 5 F5 78 |SYNC STOP SYNC STOP С#5 
10 | PERC. & DRUMS 5 FHS 74 | SYNC START SYNC START D5 
11 | VOICE EXPANSION/USER |- G5 75 | START/STOP START/STOP (RED, BLUE) D#5 
12 |MIC SETTING USB G#5 
13 |OTS LINK OTS LINK A5 
14 |OTS 1 $ А#5 
15 |0752 - В5 
16 | oTS 3 5 C2 
17 |OTS4 - C#2 
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画 テ スト プロ グラ ム 


※ テ スト ナン バー 048 の Factory Set を 実行 する と 、 設 定 デ ー タ 及び ユー ザー デー タ が 失わ れ ま す 。 
事前 に デー タバ ッ ク ア ッ プ を 行っ て くだ さい 。 (63 ペー ジ 参 照 ) 


1. 測定 条件 


1-1. 環境 
以下 の 状態 で 行い ます 。 
常温 (温度 5 て ~ 40°С) 
常 湿 (湿度 20% ~ 90%) 
但し 、 検 査 基 準 を は ずれ た 場合 は 常温 (温度 5 で 一 40 で )、 常 湿 (相対 湿度 30% 一 90%) で 再 測定 し て くだ さい 。 


1-2. 電源 電圧 
AC ア ダブ プター は 、PA-300C を 使用 し ます 。 
交流 電源 は 、50Hz 又は 60Hz と し 、 容 量 は 500VA 以上 と し ます 。 
電圧 は 使用 アダ プター の 定格 電圧 土 10% と し ます 。 


1-3. 測定 器 
測定 器 は 、 十 分 な 精度 及び 確度 を 持つ も の を 使用 し て くだ さい 。 
尚 、 測 定 器 の 入力 イン ピー ダン ス は 1MO 以上 と し ます 。 
・ レ ベル メー ター また は オー ディ オア ナラ イザ ー (JISC 7 フィ ルター 使用 ) 
・ 周 波数 カウ ンタ ー (小数 点 以下 3 桁 以上 測定 可能 で ある こと ) 
14. 治 具 
本 体 を テス ト す る 場合 、 次 の 治 具 が 必要 で す 。 
- USB ケー ブル (A-B #47) 
・USB フラ ッシュ メモ リー 
・ フ ッ ト コ ント ロー ラー (ЕС?) 


1-5. 端子 状態 
特に 指定 が な い 限 り PHONES 端子 に て 測定 し ます 。( ス テレ オプ ラグ を 用 いま す ) 


PHONES: 測定 プラ グ を 装着 (L/R ch : 330 fu) 
AUX IN : 測定 プラ グ を 装着 

OUTPUT [L/L+R]/[R]: 測定 プラ グ を 装着 (L/Rch : 10k0 負荷 ) 
FOOT PEDAL [1], [2]: フッ トコ ント ロー ラー 接続 (FC7) 


1-6. コン トロ ー ル 状態 
特に 指定 の 無い 場合 、 ツ マミ 類 は 以下 の よう に 設定 し て くだ さい 。 
[MASTER VOLUME] ダイ アル : 最 大 
[PITCH BEND] ホイ ー ル : 中 央 
[MODULATION] ホイ ー ル : 最小 
その 他 は 、 電 源 0 N 時 の 、 デ フォ ルト 状態 で す 。 


1-7 測定 単位 
アナ ログ 入出 力 レ ベル 単位 は 、0 dBu = 0.775Vrms と し ます 。 
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2 テス トモ ー ド 


2-1. 


2-2. 


2-3. 


2-4. 


テス トモ ー ド の 起動 
テス トモ ー ド の 起動 方 法 は 2 種類 あり ます 。 


方 法 1 
D 鍵盤 の [C#2]、[F2]、[G#2]( C#2 メジ ャ ー コ ー ド ) 押し な が ら [ ①]( ス タン バイ / オン ) スイ ッ チ を 押し て 、 電 源 を 入れ ます 。 
2) テス トモ ー ド が 起動 され る と 、LCD に “TEST” と 表示 され ます 。 


方法 2 

D [PIANO & E.PIANO], [GUITAR], [STRINGS & CHOIR] ボタ ン を 同時 に 押し な が ら [O] (スタ ン バ イ / オン ) スイ ッ 
チ を 押し て 、 電 源 を 入れ ます 。 

2) テス トモ ー ド が 起動 され る と 、LCD に “TEST” と 表示 され ます 。 


[①]( ス タン バイ / オ ン ) ス イッ チ [START/STOP] ボ タン デー タダ イア ル — カー ソル ボタ ン [AV] 


) 


a ョ ロロ ЈЕ 


ra SKSOO 


cs 
eb o 
" 
e 


ix n 
ЫЙ ao 


STRINGS — — SYNTH PERC.& EXPANSION/ 


IANO& — ORGANS 
PIANO ACCORDION GUITAR ВАЗ. &CHOIR BRASS WOODWIND &PAD — DRUMS ОЕА 


J C296CJ23CJCJ СО 


2 
( 
に VOICE J 


[ASSIGN] ボタ ン 


テス ト 項 目 の 選 択 / 実行 
D カー ソル АЯ ボタ ン 、 ま た は デー タダ イア ル で テス ト 項 目 を 選択 し ます 。 
※ 最初 の 項目 で カー ソル [A] ボタ ン も し く は デー タダ イア ル を 左 ( 反 時 計 回 り ) に 回 転 さ せる と 末尾 の 項目 へ 進み 、 末 
尾 の 項目 で カー ソル [g] ボタ ン も し く は デー タダ イア ル を 右 (時 計 回 り ) に 回 転 さ せる と 、 最 初 の 項目 へ 戻り ます 。 
2) [START/STOP] ボタ ン を 押し て 、 テ スト を 実行 し ます 。 


テス ト 結 果 が “OK” の 場合 
[START/STOP] ボタ ン を 押し て 、 テ スト 項目 選択 画面 に 戻り ます 。 
X OK だ っ た 選択 画面 は 、 先 頭 に “ж” が 表示 され 、 後 で チェ ッ ク 済 みか 判別 が で きる よう に な り ま す 。 


テス ト 結 果 が “NG” の 場合 
最低 音 鍵盤 また は [ASSIGN] ボタ ン を 押し て 、 テ スト 項目 選択 画面 に 戻り ます 。 
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3. テス ト 一 覧 


(dBu=dBm) 


LCD 表示 テス ト 項 目 及び 判定 条件 


001 : Version 


モデ ル 名 、 仕 向け 情報 、 各 ВОМ の バー ジョ ン (*.**) を 表示 し ます 。 
1) [START/STOP] ボタ ン を 押す と バー ジョ ン が 表示 され ます 。 
Model Name : PSR-SX600 (x) 
Main ROM : *.* 
Wave ROM : х. х х 


Hardware ID : х ж ж ж ж ж ж ж ж ж ж 
2) 表示 内 容 を 確認 し ます 。 

x-"OTH" : その 他 仕 向け 、x="INA": イン ド ネ シナ テア 仕向 け 

11 桁 の 固有 の Hardware ID が 表示 され て いる こと を 確認 し ます 。 
3) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 


: Memory Check1 All 


CPU バス に つなが っ て いる すべ て の ROM, ВАМ を チェ ッ ク し ます (簡易 チェ ッ ク ) 。 
1) [START/STOP] ボタ ン を 押し ます 。 
2) テス ト 結 果 を 確認 し ます 。 
OK の 場合 : OK 
NG の 場合 : NG 
3) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 
結果 が OK の 場合 は 、 テ スト No.003 — 006 は 省略 可 で す 。 
NG の 場合 、 最 初 に NG を 検出 し た 時 点 で チェ ッ ク を 終了 し ます の で 、 テ スト Мо.003 ~ 006 
を 実施 し て 詳細 を 確認 し ます 。 


: ROM Check1 


CPU バス に つなが っ て いる ROM を チェ ッ ク し ます (簡易 チェ ッ ク )。 
1) [START/STOP] ボタ ン を 押し ます 。 
2) テス ト 結 果 を 確認 し ます 。 
OK の 場合 : OK 
NG の 場合 : NG 
3) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 


: RAM Check1 


CPU バス に つなが っ て いる ВАМ を チェ ッ ク し ます (簡易 チェ ッ ク )。 
1) [START/STOP] ボタ ン を 押し ます 。 
2) テス ト 結 果 を 確認 し ます 。 
OK の 場合 : OK 
NG の 場合 : NG 
3) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 


: Wave ROM Check1 


Wave ROM を チェ ッ ク し ます (簡易 チェ ッ ク )。 
1) [START/STOP] ボタ ン を 押し ます 。 
2) テス ト 結 果 を 確認 し ます 。 
OK の 場合 : OK 
NG の 場合 : NG 
3) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 


: Wave RAM Check1 


Wave RAM を チェ ッ ク し ます (簡易 チェ ッ ク )。 
1) [START/STOP] ボタ ン を 押し ます 。 
2) テス ト 結 果 を 確認 し ます 。 
OK の 場合 : OK 
NG の 場合 : NG 
3) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 


: Effect RAM Check1 


Effect RAM を チェ ッ ク し ます (簡易 チェ ッ ク )。 

1) [START/STOP] ボタ ン を 押し ます 。 

2) テス ト 結 果 を 確認 し ます 。 

OK の 場合 : OK 

NG の 場合 : NG 

START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 


: Pitch Check 


デ ッ チ を チェ ッ ク し ます 。 

PHONES] 端子 の L, R どちら か に 周波 数 カウ ンタ ー を 接続 し ます 。 
START/STOP] ボタ ン を 押す と 、A3 の 正弦 濾 が 発音 され ます 。 

3) 周波 数 カウ ンタ ー の 表示 を 確認 し ます 。 

ОК: 441.0Hz + 0.2Hz 


4) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け る と 発音 が 停止 し ます 。 
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LCD 表示 テス ト 項 目 及び 判定 条件 


009 : Output R Check 


各 出 力 端 子 の R チャ ン ネ ル に 信号 が 出力 され ます 。 出 力 レ ベル を 測定 し ます 。 
1) 測定 する 出力 端子 に レベ ル メ ー タ ー ま た は オー ディ オア ナラ イザ ー を 接続 し ます 。 
2) [START/STOP] ボタ ン を 押す と 、C5 の 正弦 波 が 発音 され ます 。 
3) レベ ル メ ー タ ー ま た は オー ディ オア ナラ イザ ー の 表示 を 確認 し ます 。 
・[PHONES] 端子 (330 負荷 ) 
ОК: L: € -50.0 dBu, R : -6.0 + 2 dBu 
- OUTPUT [L/L*RI/[R] 端子 (10kQ 負荷 ) 
OK: L/L+R: < -65.0 dBu, В: -6.0 + 2 dBu 
X OUTPUT [R] 端子 の 測定 プラ グ を 抜く と 、OUTPUT [L/L*R] 端子 に 出力 され る こと を 確認 し ます 。 
※ [PHONES] 端子 の 測定 プラ グ を 抜く と 、 ス ピー カー か ら 発 音 さ れ ま す 。 
5) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け る と 発音 が 停止 し ます 。 


010 : Output L Check 


各 出 力 端 子 の L チャ ン ネ ル に 信号 が 出力 され ます 。 出 力 レ ベル を 測定 し ます 。 
) 測定 する 出力 端子 に レベ ル メ ー タ ー ま た は オー ディ オア ナラ イザ ー を 接続 し ます 。 
2) [START/STOP] ボタ ン を 押す と 、C5 の 正弦 波 が 発音 され ます 。 
3) レベ ル メ ー タ ー ま た は オー ディ オア ナラ イザ ー の 表示 を 確認 し ます 。 
・[PHONES] 端子 (330 負荷 ) 
OK: L : -6.0 土 2 dBu, R : € -50.0 dBu 
・OUTPUT [L/L-RV[R] 端子 (10kO 負荷 ) 
OK: L/L*R : -6.0 + 2 dBu, R : € -65.0 dBu 
x [PHONES] 端子 の 測定 プラ グ を 抜く と 、 ス ピー カー か ら 発音 され ます 。 
5) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け る と 発音 が 停止 し ます 。 


011 : SP MUTE Check 


SP MUTE 機能 を チェ ッ ク し ます 。 
1 [START/STOP] ボタ ン を 押す と 、C5 の 正弦 波 が 発音 され 、 LCD に “OFF” が 表示 され ます 。 
2) カー ソル [P] ボタ ン を 押す と 、SP MUTE 回 路 が 動作 し 、LCD が “ОМ” に 切替 り ま す 。 
スピ ー カ ー が ミュ ー ト され る こと を 確認 し ます 。 
3) カー ソル [| ボタ ン を 押す と SP MUTE 回 路 が 切れ 、LCD が “OFF" に 切替 り ま す 。 


スピ ー カ ー の ミュ ー ト が 外れ る こと を 確認 し ます 。 
4) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け る と 発音 が 停止 し ます 。 


注意 : 
この テス ト 実 行 中 は 、 ヘ ッ ド ホン の 挿 抜 検知 は 行わ れ ま せん 。 (ヘッド ホン が 接続 され て いて 
も スピ ー カ ー か ら 発 音 し ます 。) 


012 : MUTE Check 


MUTE 機能 を チェ ッ ク し ます 。 
1) [START/STOP] ボタ ン を 押す と 、C5 の 正弦 渡 が 発音 され 、LCD に “OFF”" が 表示 され ます 。 
2 カー ソル |p] ボタ ン を 押す と 、 ミ ュー ティ ング 回 路 が 動作 し 、LCD が “ON” に 切替 り ま す 。 
スピ ー カ ー 及 び 全 出力 端子 (IPHONES] OUTPUT [L/L+RJ/[R]) ) が ミュ ー ト され る こと 
を 確認 し ます 。 
3) カー ソル [| ボタ ン を 押す と ミュ ー テ ィング 回 路 が 切れ 、LCD が “OFF” に 切替 り ま す 。 
スピ ー カ ー 及 び 全 出力 端子 の ミュ ー ト が 外れ る こと を 確認 し ます 。 
4) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け る と 発音 が 停止 し ます 。 
注意 : 


スピ ー カ ー 出 力 を 確認 する 際 は 、[PHONES] 端子 に プラ グ が 未 実装 の こと 。 


013 : Emergency Circuit 
Check 


異常 検知 回 路 の 動作 を チェ ッ ク し ます 。 
1) [START/STOP] ボタ ン を 押す と 、A3 の 正弦 波 が 発音 され 、LCD (С “ОРЕ” が 表示 され ます 。 
2 カー ソル [P] ボタ ン を 押す と 、 異 常 検出 回 路 が 動作 し 、LCD が “ОМ” に 切替 り ま す 。 
スピ ー カ ー 及 び 全 出力 端子 ( IPHONES] OUTPUT [L/L+R]/IR] ) が ミュ ー ト され る こと 
を 確認 し ます 。 
3) カー ソル [4] ボタ ン を 押す と 異常 検出 回 路 が 切れ 、LCD が “OFF” に 切替 り ま す 。 
スピ ー カ ー 及 び 全 出力 端子 が 発音 状態 に 復帰 する こと を 確認 し ます 。 
異常 検知 回 路 が 正しく 動作 し な い 場 合 は 、LCD に “NG” が 表示 され ます 。 
4) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け る と 発音 が 停止 し ます 。 
注意 : 


スピ ー カ ー 出 力 を 確認 する 際 は 、[PHONES] 端子 に プラ グ が 未 実装 の こと 。 
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014 : AUX-IN Check [AUX IN] 端子 を チェ ッ ク し ます 。 
1 ISTART/STOP| ボタ ン を 押す と 、LCD に “Not Inserted” が 表示 され ます 。 
2) [AUX IN 端子 に プラ グ を 挿入 する と 、LCD に “Inserted” が 表示 され ます 。 
AUX IN] 端子 に 入力 し た 音 が OUTPUT [L/L*RVIR] 端子 、 [PHONES] 端子 、 ス ピー カー 
に 出力 され 、 ノ イズ 、 異 音 が な いこ と を 確認 し ます 。 
3) プラ グ を 外す と LCD に “Not Inserted” が 表示 され ます 。 
4) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 
015 : MIC Check [MIC INPUT] 端子 チチ ェ ッ ク し ます 。 
1) OUTPUT [L/L+R]/[R] 端子 に レベ ル メ ー タ ー ま た は オー ディ オア ナラ イザ ー を 接続 し ます 。 
2) [START/STOP] ボタ ン を 押す と 、LCD に “MUTE : OFF" 及び “Not Inserted” が 表示 さ 
れ ま す 。 
3) [MIC INPUT] 端子 に プラ グ を 挿入 する と 、LCD に “Inserted” が 表示 され ます 。 
MIC INPUT] 端子 に 入力 し た 音 が OUTPUT [L/L+R]/[R} 端子 、 [PHONES] 端子 、 ス ピー 
カー に 出力 され 、 ノ イズ 、 異 音 が な いこ と を 確認 し ます 。 
プラ グ を 外す と LCD に “Not Inserted” が 表示 され ます 。 
MIC INPUT] ジャ ッ ク に 1 kHz DEZI (-40 dBu) を 入力 し 、 レ ベル メー ター また は オー 
ディ オア ナラ イザ ー の 表示 を 確認 し ます 。 
ОК: +2.5 + 2 dBu 
6) カー ソル |p] ボタ ン を 押す と 、LCD が “MUTE: ОМ” に 切替 り ま す 。 
OUTPUT [L/L*RV[R] 端子 が ミュ ー ト され る こと を 確認 し ます 。 
7) カー ソル |4] ボタ ン を 押す と 、LCD が “MUTE : OFF” に 切替 り ま す 。 
OUTPUT [L/L*RVI[R] 端子 の ミュ ー ト が 外れ る こと を 確認 し ます 。 
8) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 
016 : SW, LED Check パネ ル の 各 ボ タン の 動作 確認 と 連動 する LED の 点灯 を チェ ッ ク し ます 。 
1) [START/STOP] ボタ ン を 押す と LCD に “Push ボタ ン 名 ” が 表示 され ます 。 
2) 該当 する ボタ ン を 押す と 表示 が “ ボタン 名 Оп に 切替 り 、 該 当 す る 音程 で 発音 し ます 。 
ボタ ン に 連動 する LED が ある 場合 は LED が 点灯 し ます 。 
各 ボ タン に 該当 する 音程 、LED 及び LED の 色 は 52 ペー ジ を 参照 くだ さい 。 
ボタ ン を 離す と LCD が 次 に 押す ボタ ン の “Push Та У" に 切替 り ま す 。 
表示 に 従っ て 順次 パネ ル の ボタ ン を チェ ッ ク し ます 。 
すべ て の ボタ ン を 押し 終え る と 、LCD が “Dial DOWN 50” に 切替 り ま す 。 
デー タダ イア ル を ダウ ツン 方 向 ( 左 ) に 回 し ます 。 
LCD が “Dial UP 0” に 切替 り ま す 。 
デー タダ イア ル を アッ プ 方 向 ( 右 ) に 回 し ます 。 
LCD が “End” に 切替 り ま す 。 
[START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 
X LCD に 表示 され た ボタ ン が 正しく 押さ れ な い 場 合 は 以下 の 表示 と な り ま す 。 
・ 指 定 以外 の ボタ ン を 押し た と き : “NG[ 押さ れ た スイ ッ チ 名 ] Оп” 
・ 複 数 の ボタ ン が 押さ れ た と き : “Over Two Sw" 
※ チ ェ ッ ク を 中 断 し た い 場 合 は 最低 音 鍵 盤 ま た は [ASSIGN] ボタ ン ([ASSIGN] ボタ ン の テス ト 終 了 後 有 
A) ) を 押し ます 。 
: All LED On パネ ル の 全 LED の 点灯 を チェ ッ ク し ます 。 
START/STOP] ボタ ン を 押す と LED が 全て 点灯 し 、LCD に “- ” が 表示 され ます 。 
全て の LED が 点灯 し て いる こと を チェ ッ ク し ます 。 
START/STOP] ボタ ン を 押し て TEST 項目 を 抜け る と LED が 消灯 し ます 。 
: Red LED On ル の 全 赤 色 LED の 点灯 を チェ ッ ク し ます 。 
START/STOP] ボタ ン を 押す と 赤色 LED が 全て 点灯 し 、LCD に “+ ^ が 表示 され ます 。 
全て の 赤色 LED が 点灯 し て いる こと を チェ ッ ク し ます 。 
START/STOP] ボタ ン を 押し て TEST 項目 を 抜け る と LED が 消灯 し ます 。 
: Blue LED On ル の 全 青 色 LED の 点灯 を チェ ッ ク し ます 。 
START/STOP] ボタ ン を 押す と 青色 LED が 全て 点灯 し 、LCD に “+ ^ が 表示 され ます 。 
全て の 青色 LED が 点灯 し て いる こと を チェ ッ ク し ます 。 
START/STOP] ボタ ン を 押し て TEST 項目 を 抜け る と LED が 消灯 し ます 。 
: All LCD On LCD の 全 ド ッ ト の 点灯 を チェ ッ ク し ます 。 
START/STOP] ボタ ン を 押す と 全て の LCD ドッ ト が オン ( 黒 ) に な り ま す 。 
全て の LCD ドッ ト が オン (上 黒 ) に な る こと を 確認 し ます 。 
START/STOP] ボタ ン を 押し て TEST 項目 を 抜け る と 通常 の 表示 に 戻り ます 。 


46 


LCD 表示 テス ト 項 目 及び 判定 条件 


022 : All LCD Off 
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LCD の 全 ド ッ ト の 消灯 を チェ ッ ク し ます 。 
1) [START/STOP] ボタ ン を 押す と 全て の LCD ドッ ト が オフ ( 白 ) に な り ま す 。 
2) 全て の LCD ドッ ト が オフ (А) に な る こと を 確認 し ます 。 
3) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け る と 通常 の 表示 に 戻り ます 。 


023 : LCD Pattern Check 


LCD の コン トラ スト を チェ ッ ク し ます 。 

1) [START/STOP] ボタ ン を 押す と 、LCD に クロ スト ー ク 用 の 画面 が 表示 され ます 。 
2) LCD に 色 む ら が な いこ と を 確認 し ます 。 

表示 パタ ー ン は カー ソル [d| p] ボタ ン で 変更 で きま す 。 

3) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け る と 通常 の 表示 に 戻り ます 。 


024 : LCD Backlight Off 
Check 


LCD バッ クラ イト の 点灯 / 消 灯 を チェ ッ ク し ます 。 
1) [START/STOP] ボタ ン を 押す と 、LCD バッ クラ イト が 消灯 し ます 。 
2) カー ソル [4[] ボタ ン の どちら か を 押す と LCD バッ クラ イト が 点灯 し 、LCD に “ON 
が 表示 され ます 。 
カー ソル [WP| ボタ ン で 、LCD バッ クラ イト の 点灯 / 消 灯 が 切り 替わる こと を 確認 し ます 。 
3) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け る と 通常 の 表示 に 戻り ます 。 


025 : LCD Mounting 
Position Check 


LCD の 取り 付け 位置 を チェ ッ ク し ます 。 
1) [START / STOP] ボタ ン を 押す と 、LCD に 取り 付け 位置 の 確認 画像 が 表示 され ます 。 
2) LCD 正面 方 向 か ら 見 て 外周 に 白い 梓 が 見 える こと を 確認 し ます 。 
3) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け る と 通常 の 表示 に 戻り ます 。 


026 : Main Volume 
Check 


[MASTER VOLUME] ダイ アル の 最小 値 ノ 最大 値 を チェ ッ ク し ます 。 
1) [START/STOP] ボタ ン を 押す と LCD に “Main Volume MIN хх” が 表示 され ます 。 
хх=0 — 255 
MASTER VOLUME] ダイ アル を 最小 に し ます 。 
ダイ アル を 動か す と LCD に 値 (0 ~ 255) が 表示 され ます 。 
最小 値 を 検知 する と LCD に “Main Volume МАХ 0” が 表示 され ます 。 
MASTER VOLUME] ダイ アル を 最大 に し ます 。 
最大 値 を 検知 する と LCD に “OK 255” が 表示 され ます 。 
4) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 


2) 


3) 


027 : Pitch Bend Wheel 
Check 


[PITCH BEND] ホイ ー ル の 最大 値 最 小 値 プ 中 央 値 を チェ ッ ク し ます 。 

1) [START/STOP] ボタ ン を 押す と LCD に “Pitch Bend Up 128" が 表示 され ます 。 

2) [PITCH BEND] ホイ ー ル を 最大 に する と 、G3 が 1 秒間 発音 し 、LCD に “Pitch Bend 
Down 255” と 表示 され ます 。 
PITCH BEND] ホイ ー ル を 最小 に する と 、C3 が 1 秒間 発音 し 、LCD に “Pitch Bend 
Center 0” と 表示 され ます 。 
PITCH BEND] ホイ ー ル を 中 央 に 戻す と 、C4 が 1 秒間 発音 し 、LCD に “OK 1287 と 表 
示さ れ ま す 。 
5) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 


3) 


028 : Modulation Wheel 
Check 


[MODULATION] ホイ ー ル の 最大 値 プ 最小 値 を チェ ッ ク し ます 。 

START/STOP] ボタ ン を 押す と LCD に “Modulation Up xx" が 表示 され ます 。 

хх=0 — 255 

MODULATION] ホイ ー ル を 最大 に する と 、G3 が 1 秒間 発音 し 、LCD に “Modulation 
Down 255” と 表示 され ます 。 

MODULATION] ホイ ー ル を 最小 に する と 、C4 が 1 秒間 発音 し 、LCD に “OK” と 表示 さ 
れ ま す 。 

START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 
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029 : Knob Check LIVE CONTROL 1/2] 7 ブ の 最小 値 / 最 大 値 / 中 央 値 を チェ ッ ク し ます 。 
1) [START/STOP] ボタ ン を 押す と LCD に “Knob 1 MIN (xx) が 表示 され ます 。 
хх=0 — 255 
2) LIVE CONTROL [1] ノブ を 最小 に し ます 。 
ダイ アル を 動か す と LCD に 値 (0 255) が 表示 され ます 。 
最小 値 を 検知 する と 、G3 が 1 秒間 発音 し 、LCD に “Knob 1 MAX (0)” が 表示 され ます 。 
3) LIVE CONTROL [1] ノブ を 最大 に し ます 。 
最大 値 を 検知 する と 、C3 が 1 秒間 発音 し 、LCD に “Knob 1 Center (255) が 表示 され ます 。 
4) LIVE CONTROL [1] ノブ を 中 央 に 戻し ます 。 
中 央 値 を 検知 する と 、C4 が 1 秒間 発音 し 、 LCD に “Knob 2 MIN (128) が 表示 され ます 。 
5) LIVE CONTROL [2] ノブ を 最小 に し ます 。 
最小 値 を 検知 する と 、G3 が 1 秒間 発音 し 、LCD に “Knob 2 МАХ (0) が 表示 され ます 。 
6) LIVE CONTROL [2] ノブ を 最大 に し ます 。 
最大 値 を 検知 する と 、C3 が 1 秒間 発音 し 、LCD に “Knob 2 Center (255) が 表示 され ます 。 
7) LIVE CONTROL [2] ノブ を 中 央 に 戻し ます 。 
中 央 値 を 検知 する と 、C4 が 1 秒間 発音 し 、LCD に “ОК” が 表示 され ます 。 
8) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 
034 : Pedal1 Check FOOT PEDAL [1] 端子 を チェ ッ ク し ます 。 
FOOT PEDAL [1] 端子 に フッ トコ ント ロー ラー (FC7) ペダ ル を 接続 し ます 。 
2) [START/STOP] ボタ ン を 押す と LCD に “Pedal1 МАХ” と 表示 され ます 。 
ペダ ル が 検出 で き な い 場合 は 、LCD に “No Pedal” と 表示 され ます 。 
3) ペダ ル を 最大 に する ( 興 ま で いっ ぱい に 踏む ) と 、C3 が 1 秒間 発音 発音 し 、LCD に “Pedal1 
MIN" と 表示 され ます 。 
4) 最小 に する (手前 いっ ぱい に 踏む ) と 、G3 が 1 秒間 発音 発音 し 、LCD に “Pedal1 Out” 
と 表示 され ます 。 
FOOT PEDAL [1] 端子 か ら ペ ダル を 外す と 、C4 が 1 秒間 発音 し 、LCD に “OK” と 表示 
され ます 。 
[START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 
035 : Pedal2 Check FOOT PEDAL [2] 端子 を チェ ッ ク し ます 。 
FOOT PEDAL [2] 端子 に フッ トコ ント ロー ラー (FC7) ペダ ル を 接続 し ます 。 
[START/STOP] ボタ ン を 押す と LCD に “Pedal2 MAX” と 表示 され ます 。 
ペダ ル が 検出 で き な い 場合 は 、LCD に “No Pedal” と 表示 され ます 。 
ペダ ル を 最大 に する ( 奥 ま で いっ ぱい に 踏む ) と 、C3 が 1 秒間 発音 発音 し 、LCD に “Pedal2 
MIN" と 表示 され ます 。 
最小 に する (手前 いっ ぱい に 踏む ) と 、G3 が 1 秒間 発音 発音 し 、LCD に “Pedal2 Out” 
と 表示 され ます 。 
FOOT PEDAL [2] 端子 か ら ペ ダル を 外す と 、C4 が 1 秒間 発音 し 、LCD に “OK" と 表示 
され ます 。 
6) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 
037 : USB to Device [USB TO DEVICE] 端子 と [USB TO HOST] 端子 の チェ ッ ク を 同時 に 行い ます 。 
/Host Check 1) [START/STOP] ボタ ン を 押す と LCD に “Connect Device-Host' が 表示 され ます 。 
2) USB ケー ブル を [USB TO DEVICE] 端子 と [USB TO HOST] 端子 に 接続 する と 、C4 が 
1 秒間 発音 し 、LCD に “OK" と 表示 され ます 。 
3) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 
4) USB ケー ブル を 外し ます 。 
038 : USB Storage USB スト レー ジ 機 器 が 使用 可能 か どう か を テス ト し ます 。 
Device 1) USB メモ リ を 挿入 し て 、[START/STOP] ボタ ン を 押し ます 。 
2) LCD に “ОК” が 表示 され る こと を 確認 し ます 。 
メデ ィ ア が 入っ て いな い 場 合 は 、“NO DISK” と 表示 され ます 。 
メデ ィ ア が 未 フ ォ ー マ ッ ト の 場合 は 、“UNFORMAT DISK" と 表示 され ます 。 
プロ テク ト さ れ て いる メデ ィ ア の 場合 は 、“PROTECT DISK” と 表示 され ます 。 
リー ドラ イト 失敗 の 場合 は 、“NG” と 表示 され ます 。 
3) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 
4) USB メモ リ を 外し ます 。 
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LCD 表示 テス ト 項 目 及び 判定 条件 


039 : Keyboard Type 
Check 


適切 な 鍵盤 が 接続 され て いる か 判定 し ます 。 ま た 、 現 在 接続 され て いる 鍵盤 名 を 表示 し ます 。 
1) [START/STOP] ボタ ン を 押し ます 。 
2) LCD に “OK (16N61)" が 表示 され る こと を 確認 し ます 。 
3) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 


040 : 1-2Make Check 


押 鍵 に 対し て 1-2 メイ ク を チェ ッ ク し ます 。 

1) [START/STOP] ボタ ン を 押し ます 。 

2) 任意 の 鍵盤 を 押す と 、LCD に “Мое: ## 1-2MakeVel: x” と 表示 され 、1-2 の メイ ク で 計 
算 し た ベロ シテ ィ で 発音 し ます 。 
##:+ 押し た 鍵盤 の ノー ト Мо. s: ベロシティ 
鍵盤 を 押す 早 さ に よっ て 、** の 数 値 が 変化 し ます 。 

3) 鍵盤 を 離す と LCD に “OK" と 表示 され ます 。 

4) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 


041 : ROM Check2 


ROM を チェ ッ ク し ます ( フル アド レス )。( 約 6 秒 か か り ま す 。) 
1) [START/STOP] ボタ ン を 押し ます 。 
2) テス ト 結 果 を 確認 し ます 。 
OK の 場合 : OK 
NG の 場合 : NG 
3) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 


042 : Wave ROM 
Check2 


Wave ROM を チェ ッ ク し ます (フル アド レス )。( 約 1 分 50 秒 か か り ま す 。) 
1) [START/STOP] ボタ ン を 押し ます 。 
2) テス ト 結 果 を 確認 し ます 。 
OK の 場合 : OK 
NG の 場合 : NG 
3) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 


043 : Wave RAM 
Check2 


Wave RAM を チェ ッ ク し ます ( フル アド レス )。 (8124 秒 か か り ま す 。) 
D [START/STOP] ボタ ン を 押し ます 。 


2) テス ト 結 果 を 確認 し ます 。 

: OK 

: NG 

3) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 


NG の 場合 


044 : Effect RAM 
Check2 


Effect RAM を チェ ッ ク し ます (フル アド レス )。( 約 32 秒 か か り ま す 。) 


1) 
2) 


[START/STOP] ボタ ン を 押し ます 。 

テス ト 結 果 を 確認 し ます 。 

OK の 場合 : OK 

NG の 場合 : NG 

3) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 


045 : Panel PCB 
Check 1 


(РМС シー ト ) パネ ル の 各 ボ タン の 動作 確認 と 連動 する LED の 点灯 を チェ ッ ク し ます 。 
1) [START/STOP] ボタ ン を 押す と LCD に “Push ボタ ン 名 " が 表示 され ます 。 
2) 該当 する ボタ ン を 押す と 表示 が “ボタ ン 名 Оп に 切替 り 、 該 当 す る 音程 で 発音 し ます 。 
ボタ ン に 連動 する LED が ある 場合 は LED が 点灯 し ます 。 
各 ボ タン に 該当 する 音程 、LED 及び LED の 色 は 53 ペー ジ を 参照 くだ さい 。 
ボタ ン を 離す と LCD が 次 に 押す ボタ ン の “Push Ка У" に 切替 り ま す 。 
表示 に 従っ て 順次 パネ ル の ボタ ン を チェ ッ ク し ます 。 
すべ て の ボタ ン を 押し 終え る と 、LCD が “Dial DOWN 50” に 切替 り ま す 。 
デー タダ イア ル を ダウ ン 方 向 ( 左 ) に 回 し ます 。 
LCD が “Dial UP 0” に 切替 り ま す 。 
デー タダ イア ル を アッ プ 方 向 (8) に 回 し ます 。 
LCD が “End” に 切替 り ま す 。 
[START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 
※ LCD に 表示 され た ボタ ン が 正しく 押さ れ な い 場 合 は 以下 の 表示 と な り ま す 。 
・ 指定 以外 の ボタ ン を 押し た と き : “NG [押さ れ た スイ ッ チ 名 ] On” 
・ 複 数 の ボタ ン が 押さ れ た と き : “Over Two Sw” 
※ チ ェ ッ ク を 中 断 し た い 場 合 は 最低 音 鍵盤 また は [ASSIGN] ボタ ン ((ASSIGN] ボタ ン の テス ト 終 了 後 有 


効 ) を 押し ます 。 
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LCD 表示 テス ト 項 目 及び 判定 条件 


046 : Panel PCB 
Check 2 


(PNR シー ト & PNL シー ト ) パネ ル の 各 ボ タン の 動作 確認 と 連動 する LED の 点灯 を チェ ッ 
ク し ます 。 
[START/STOP] ボタ ン を 押す と LCD に “Push ボタ ン 名 ” が 表示 され ます 。 
該当 する ボタ ン を 押す と 表示 が “ボタ ン 名 Оп に 切替 り 、 該 当 す る 音程 で 発音 し ます 。 
ボタ ン に 連動 する LED が ある 場合 は LED が 点灯 し ます 。 
各 ボ タン に 該当 する 音程 、LED RULED の 色 は 53 ペー ジ を 参照 くだ さい 。 
ボタ ン を 離す と LCD が 次 に 押す ボタ ン の “Push ボタ ン 名 ” に 切替 り ま す 。 
表示 に 従っ て 順次 パネ ル の ボタ ン を チェ ッ ク し ます 。 
すべ て の ボタ ン を 押し 終え る と 、LCD が “End” に 切替 り ま す 。 
[START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 
※ LCD に 表示 され た ボタ ン が 正しく 押さ れ な い 場 合 は 以下 の 表示 と な り ま す 。 
・ 指 定 以外 の ボタ ン を 押し た と き : “NG [押さ れ た スイ ッ チ 名 1] On” 
・ 複 数 の ボタ ン が 押さ れ た と き : “Over Two Sw" 
※ チ ェ ッ ク を 中 断 し た い 場 合 は 最低 音 鍵 盤 ま た は [ASSIGN] ボタ ン ([ASSIGN] ボタ ン の テス ト 終 了 後 有 
A) ) を 押し ます 。 


048 : Factory Set 


全て の バッ クア ッ プ 領域 を 初期 化し て 工場 出荷 状態 に し ます 。 

ここ で は 初期 化 有 用 の フラ グ を 立て る だ け で 、 実 行 は 次 回 電源 起動 時 に 行わ れ ま す 。 

注意 : 

全て の ユー ザー デー タ が 消え ます の で 、 注 意 し て くだ さい 。 ファ クト リー リセ ッ ト を 実行 する 前 に 、 
大 切な デー タ は USB メモ リ に バッ クア ッ プ と し て 保存 し て くだ さい 。(63 ペー ジ 参 照 ) 

1 [START/STOP] ボタ ン を 押す と LCD に “OK” が 表示 され ます 。 

2) [START/STOP] ボタ ン を 押し て TEST 項目 を 抜け ます 。 

※ 次 に 起動 し た 時 に 、LCD に “Force Format Mode." と 表示 され 通常 モー ド に 切り 替わり ます 。 メ イン 
画面 が 表示 され る まで は 電源 を 切ら な いで くだ さい 。 ( 約 15 秒 か か り ま す 。) 


049 : Test Exit 


50 


テス トモ ー ド か ら 抜 け て 、 通 常 モ ー ド に し ます 。 
1) [START/STOP] ボタ ン を 押し ます 。 
テス トモ ー ド か ら 抜 け て 楽器 を 再起 動 し ます 。 
2) 再起 動 後に メイ ン 画 面 が 表示 され 通常 モー ド に 切り 替わり ます 。 
※ メ イン 画面 が 表示 され る まで は 電源 を 切ら な いで くだ さい 。 


4. その 他 の 検査 


4-1. 


4-2. 


AUX IN 


テス ト プ ロ グラ ム [014 : AUX-IN Check] 状態 に て 測定 し ます 。 


AUX IN に 信号 を 入力 し た 時 、 下 表 の よう に な る こと を 確認 し ます 。 


OUTPUT 


INPUT 


OUTPUT (10 КО load) 


L 


R 


AUX IN L: 正弦 波 (1 kHz, 0 dBu) 


AUX INR: 入力 無し 


+7.3 = 2 дВи 


-50.0 ави 以 下 


AUX INL: 入力 無し 
AUX IN R: 正弦 波 (1 kHz, 0 dBu) 


ノイ ズレ ベル チェ ッ ク 


-50.0 dBu 以下 


+7.3 = 2 dBu 


1) [AUX IN] 端子 、[MIC INPUT] 端子 に は 何 も る 接続 し ませ ん 。 
2) [PHONES] 端子 、OUTPUT [L/L-RVIR] 端子 に レベ ル メ ー タ ー ま た は オー ディ オア ナラ イザ ー (JIS-C フィ ルター 


使用 ) を 接続 し ます 。 


3) [MASTER VOLUME] ダイ アル を 最大 に し ます 。 


4) 出力 電圧 を 測定 し 、 測 定 値 が 下記 を 満た し て いる こと を 確認 し ます 。 


[PHONES] 

L: -90.0 dBu 以 | 
R: -90.0 dBu 以下 
OUTPUT [L/L+R]/[R] 
L/L+R: -86.0 dBu 以下 
R: -86.0 dBu 以下 
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Ф スイ ッ チ テス ト 順 


順番 | パネ ルス イッ チ 表 示 点灯 させ る LED ノー ト 番 号 順番 | パネ ルス イッ チ 表 示 点灯 させ る LED ノー ト 番 号 
1 RESET/TAP TEMPO ° C2 65 |REG. MEMORY 2 REG. MEMORY 2 (RED, BLUE) E3 
2 |POP&ROCK - C#2 66 | REG. MEMORY 3 REG. MEMORY 3 (RED, BLUE) F3 
3 |DANCE & R&B = D2 67 | REG. MEMORY 4 REG. MEMORY 4 (RED, BLUE) Е#З 
4 | LATIN & JAZZ - D#2 68 | REG. MEMORY 5 REG. MEMORY 5 (RED, BLUE) G3 
5 | COUNTRY & BALLROOM = E2 69 | REG. MEMORY 6 REG. MEMORY 6 (RED, BLUE) G#3 
6 | ENTERTAINMENT - F2 70 |REG. MEMORY 7 REG. MEMORY 7 (RED, BLUE) A3 
7 |WORLD = Е#2 71 |REG. MEMORY 8 REG. MEMORY 8 (RED, BLUE) A#3 
8 | STYLEEXPANSION/USER |- G2 72 | EXIT = B3 
9 | SONG FUNCTION = G#2 73 |ТАВ< - С4 
10 | USB AUDIO PLAYER = A2 74 |TAB> - C#4 
11 | PLAYLIST = А#2 75 |-/NO - D4 
12 | MIXER - B2 76 |UP - D#4 
13 | ASSIGN = сз 77 |-/ҮЕ5 = E4 
14 | METRONOME METRONOME C#3 78 |ENTER - F4 
15 | TEMPO - = D3 79 |LEFT - Е#4 
16 | TEMPO + - D#3 80 | DOWN - G4 
17 | TRANSPOSE - = ЕЗ 81 |RIGHT - G#4 
18 | TRANSPOSE + = F3 82 |DIRECT ACCESS = A4 
19 | SONG REC SONG REC Е#З 83 |PIANO & E.PIANO - А#4 
20 | SONG STOP - G3 84 | ORGAN & ACCORDION - B4 
21 | SONG PLAY/PAUSE SONG PLAY/PAUSE (RED, BLUE) G#3 85 | GUITAR - C5 
22 |SONG REW = A3 86 | BASS - С#5 
23 | SONG FF Е A#3 87 | STRING & CHOIR - D5 
24 | AUTO FILL IN AUTO FILL IN B3 88 |BRASS - D#5 
25 | FADE IN/OUT FADE IN/OUT C4 89 | WOODWIND - E5 
26 |АСМР ACMP C#4 90 | SYNTH & PAD - F5 
27 |INTROI INTRO | (RED, BLUE) D4 91 | PERC. & DRUMS = F#5 
28 |INTRO | INTRO | (RED, BLUE) D#4 92 | VOICE EXPANSION/USER | - G5 
29 | INTRO III INTRO III (RED, BLUE) Е4 93 |MIC SETTING USB G#5 
30 | MAIN VARIATION A MAIN VARIATION A (RED, BLUE) F4 94 | OTS LINK OTS LINK A5 
31 | MAIN VARIATION B MAIN VARIATION B (RED, BLUE) F#4 95 |OTS1 - A#5 
32 |MAIN VARIATION C MAIN VARIATION C (RED, BLUE) G4 96 | OTS2 - В5 
33 |MAIN VARIATION D MAIN VARIATION D (RED, BLUE) G#4 97 |OTS3 - C2 
34 | BREAK BREAK (RED, BLUE) A4 98 | OTS4 - C#2 
35 | ENDING/rit. | ENDING /rit. | (RED, BLUE) А#4 99 | PART SELECT LEFT PART SELECT LEFT D2 
36 | ENDING/it. Il ENDING /rit. Il (RED, BLUE) B4 100 | PART SELECT RIGHT 1 PART SELECT RIGHT 1 D#2 
37 | ENDING/rit. Ill ENDING /rit. III (RED, BLUE) C5 01 | PART SELECT RIGHT 2 PART SELECT RIGHT2 E2 
38 | SYNC STOP SYNC STOP C#5 02 | HARMONY/ARPEGGIO HARMONY/ARPEGGIO F2 
39 | SYNC START SYNC START D5 03 | SUSTAIN DSP F#2 
40 | START/STOP START/STOP (RED, BLUE) D#5 104 | DSP VARI. G2 
41 | CHANNEL ON/OFF = Е5 05 | SELECT - С#2 
42 |ВАГАМСЕ - F5 06 | MULTI PAD 1 MULTI PAD 1 (RED, BLUE) A2 
43 | REGIST - = F#5 07 | MULTI PAD 2 MULTI PAD 2 (RED, BLUE) А#2 
44 | REGIST + = G5 108 | MULTI PAD 3 MULTI PAD 3 (RED, BLUE) B2 
45 |1-U = G#5 09 | MULTI PAD 4 MULTI PAD 4 (RED, BLUE) C3 
46 |2-U - A5 10 | STOP - CH3 
47 |3-U - A#5 11 | PART ON/OFF LEFT НОГО | LOWER LEFT HOLD D3 
48 |4-U = B5 112 | PART ON/OFF LEFT LOWER LEFT D#3 
49 |5-U - C2 13 | PART ON/OFF RIGHT 1 UPPER RIGHT 1 ЕЗ 
50 | 6-U - С#2 14 | PART ON/OFF RIGHT 2 UPPER RIGHT 2 F3 
51 |7-U = р2 15 | UPPER OCTAVE - - Е#З 
52 |8-U - D#2 116 | UPPER OCTAVE + - G3 
53 |1-L = Е2 
54 | 2-L - F2 
55 | 3-L = Е#2 
56 | 4-L - G2 
57 | 5-L = G#2 
58 |6-L - A2 
59 | 7-L = А#2 
60 | 8-L = B2 
61 | MENU - C3 
62 | FREEZE FREEZE C#3 
63 | MEMORY - D3 
64 |REG. MEMORY 1 REG. MEMORY 1 (RED, BLUE) D#3 


© バネ ル シ ー ト 分 割 チ ェ ッ ク 1 (PNC シー ト ) 
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順番 | パネ ルス イッ チ 表 示 点灯 させ る LED ノー ト 番 号 順番 | パネ ルス イッ チ 表 示 点灯 させ る LED ノー ト 番 号 
1 | CHANNEL ON/OFF - Е5 18 |PART SELECT LEFT PART SELECT LEFT D2 
2 |BALANCE - F5 19 | PART SELECT RIGHT 1 PART SELECT RIGHT 1 D#2 
3 |REGIST- - F#5 20 | PART SELECT RIGHT 2 PART SELECT RIGHT2 E2 
4 | REGIST + - G5 21 | HARMONY/ARPEGGIO HARMONY/ARPEGGIO F2 
5 |1-U - G#5 22 | SUSTAIN DSP Е#2 
6 |2-0 - A5 28 | DSP VARI. G2 
7 |8-U - A#5 24 |SELECT Е G#2 
8 |4-U - В5 25 | MULTI PAD 1 MULTI PAD 1 (RED, BLUE) A2 
9 |5-U - C2 26 | MULTI PAD 2 MULTI PAD 2 (RED, BLUE) A#2 

0 |6-U - С#2 27 | MULTI PAD З MULTI PAD 3 (RED, BLUE) B2 
1 |7-U Е 02 28 | MULTI PAD 4 MULTI PAD 4 (RED, BLUE) C3 
12 |8-U - D#2 29 | STOP - C43 
з |1-L - Е2 30 | PART ON/OFF LEFT HOLD | LOWER LEFT HOLD D3 
4 | 2-L = F2 31 | PART ON/OFF LEFT LOWER LEFT D#3 
5 |3-L - F#2 32 | PART ON/OFF RIGHT 1 UPPER RIGHT 1 ЕЗ 
6 |4-L - G2 33 | PART ON/OFF RIGHT 2 UPPER RIGHT 2 F3 
7 |5-L - G#2 34 | UPPER OCTAVE - - Е#З 
8 |64 - А2 35 | UPPER OCTAVE « - G3 
9 |7-L - A#2 36 | RESET/TAP TEMPO - C2 
20 | 8-L - B2 37 | РОР & ROCK : C#2 
21 | MENU - C3 38 | DANCE & R&B - D2 
22 | FREEZE FREEZE C#3 39 | LATIN & JAZZ - D#2 
23 | MEMORY - D3 40 | COUNTRY & BALLROOM | - E2 
24 | REG. MEMORY 1 REG. MEMORY 1 (RED, BLUE) D#3 41 | ENTERTAINMENT : F2 
25 | REG. MEMORY 2 REG. MEMORY 2 (RED, BLUE) ЕЗ 42 | WORLD : Е#2 
26 | REG. MEMORY 3 REG. MEMORY 3 (RED, BLUE) F3 43 | STYLE EXPANSION/USER |- G2 
27 | REG. MEMORY 4 REG. MEMORY 4 (RED, BLUE) Е#З 44 | SONG FUNCTION - G#2 
28 | REG. MEMORY 5 REG. MEMORY 5 (RED, BLUE) G3 45 | USB AUDIO PLAYER - A2 
29 | REG. MEMORY 6 REG. MEMORY 6 (RED, BLUE) G#3 46 | PLAYLIST Е А#2 
30 | REG. MEMORY 7 REG. MEMORY 7 (RED, BLUE) АЗ 47 | MIXER - в2 
31 | REG. MEMORY 8 REG. MEMORY 8 (RED, BLUE) A#3 48 | ASSIGN - C3 
32 |EXIT - B3 49 | METRONOME METRONOME C43 
33 | TAB< - C4 50 | TEMPO- = D3 
34 | TAB> - C#4 51 | TEMPO + = D#3 
35 |-/МО - D4 52 | TRANSPOSE - - E3 
36 |UP = D#4 53 | TRANSPOSE + = ЕЗ 
37 | +/YES Е Е4 54 | SONG REC SONG REC Е#З 
38 |ЕМТЕВ - Е4 55 | SONG STOP - G3 
39 | LEFT - F#4 56 | SONG PLAY/PAUSE SONG PLAY/PAUSE (RED, BLUE) G#3 
40 | DOWN - G4 57 | SONG REW - A3 
41 | RIGHT - G#4 58 | SONG FF = АЯЗ 
59 | AUTO FILL IN AUTO FILL IN B3 
60 | FADE IN/OUT FADE IN/OUT C4 
61 | ACMP ACMP C#4 
62 | INTRO! INTRO | (RED, BLUE) D4 
63 | INTRO II INTRO II (RED, BLUE) D#4 
パネ ルス イッ チ 表 示 点灯 させ る LED 64 |INTRO IlI INTRO III (RED, BLUE) E4 
1 | DIRECT ACCESS - А4 65 | MAIN VARIATION A MAIN VARIATION A (RED, BLUE) F4 
2 |PIANO & E.PIANO - A#4 66 | MAIN VARIATION B MAIN VARIATION B (RED, BLUE) F#4 
3 | ORGAN 8 ACCORDION Е B4 67 | MAIN VARIATION C MAIN VARIATION C (RED, BLUE) G4 
4 | GUITAR - С5 68 | MAIN VARIATION D MAIN VARIATION D (RED, BLUE) G#4 
5 | BASS - C#5 69 | BREAK BREAK (RED, BLUE) A4 
6 |STRING & CHOIR - D5 70 | ENDING/rit. | ENDING/rit. | (RED, BLUE) A#4 
7 |BRASS - D#5 71 | ENDING/rit. I ENDING/rit. II (RED, BLUE) B4 
8 |WOODWIND - E5 72 | ENDING/rit. ІІ ENDING/rit. IIl (RED, BLUE) C5 
9 |SYNTH & PAD - F5 73 | SYNC STOP SYNC STOP C#5 
0 |PERC. & DRUMS - F#5 74 | SYNC START SYNC START D5 
1 | VOICE EXPANSION/USER |- G5 75 | START/STOP START/STOP (RED, BLUE) D#5 
12 | MIC SETTING USB G#5 
3 | OTS LINK OTS LINK A5 
4 |OTS1 - A#5 
5 |0752 - B5 
6 |OTS3 - C2 
7 |0754 - C#2 
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Power ON ) 


Setting CPU registers. 


Initializing SWX09 port. 
/LCDC_IC=L (ІС103,100) 
/ADDA_IC=L (1C300,5) 
PSWO-H (CB300,8) 
/WP-PRG=L (IC102,16) 
LCD_DISP=L (CB100,27) 
BL ON-L (CB100,3) 
/MUTEO-L (IC503,1) 
/SPOFFO-L (1C503,9) 
ERR DETECT-L (IC502,1) 
EICNO-L (IC206, 1) 


If accessing Program Flash 
doesn't start, SWXO9(IC100) 
may be faulty. 


M 


Accessing Program Flash 


| (C102) starts. 


Initializing EBUS driver. 


(EBUS Start) 
EICNO=H (IC206,1) 


ЕС EBUS starts. 


Keyboard and switch 
status taken in. 


EICNO-L 


Installation mode? 
(Start SW) 


Yes 


Initializing SDRAM for 
LOADER, 0 clear, setting 
constant. 


/LCDC IC-H 


Communication with 


Normal 
starting 


No 


Initializing SWX09 port. 
/LCDC_IC=L 
/ADDA_IC=L 

PSWO=H 
/WP-PRG=L 
LCD_DISP=L 

BL_ON=L 

/MUTEO-L 
/SPOFFO=L 
ERR_DETECT=L 
EICNO=L 


/LCDC_IC=H 


Opening screen displayed. 
(Tuning fork mark) 


If accessing SDRAM doesn’t 
start, SWX09 may be faulty. 


Accessing SDRAM (IC107, 
108,109,110) starts. 


Installation screen 


displayed. 


BL_ON=H 
LCD_DISP=H 
Installation END 
by user 27 


LCD DISP-H 
BL ОМ-Н 


Content data 
ROM to RAM transfer 


/ADDA_IC=H 


Initializing EBUS driver. 
(EBUS Start) 
EICNO=H 


Initializing 12С 
for MIC gain. 


SCL1,SDA1 


Test mode? 


Yes 


ERR-DETECT pulse 
output 


Test mode displayed. 


If failed to reach here, 
possible cause may be in; 


* SDRAM 


No 


PSR-SX600 


For example, 
power turned off 
while writing 


ど 


Is user drive partially 
damaged? 


User drive error 
or 


Improper power shut 


No Factory Set been executed? 
down! Backup data and/or “ 
Userfiles have been lost. RAE ; 
Initializing user drive. 
User drive repaired. 
Formatting user drive. 
« 

If failed to reach here, possible Е 

cause may be in; 

* Backup Flash (MainROM) 


Has Factory 
Set been executed? 


Yes 


as clearing system backup 


No or 
Force Format Mode Factory Set been executed? 
Initializing system setup. 
No 
Checking and initializing Initializing backup data. 
backup data. 
Initializing system backup. 
If failed to reach here, possible < 
一 一 一 cause may be in; 
。Backup Flash (MainROM) Reproducing system backup. 
las clearing registration Yes 
or 
Factory Set been executed? 
Initializing regist /MUTEO=H (cancelled.) 
backup. 
As per headphone 
/SPOFFO=H (cancelled) | Condition and function 
(depending on function) setting. 
Checking and initializing Initializing registration data. 


registration data. 


Panel LED lit \ 


апа 
main screen displayed. 


If failed to reach here, 
possible cause may be in; 
* EBUS 

* Backup Flash(MainROM) 


If failed to reach here, possible 
ーー cause тау Бе їп; 
* Backup Flash (MainROM) 


Err Detect check No 


Has user drive been Yes Is Mute function normal? 
formatted? 
1 
No Formatting user drive. Internal hardware error! 
le ERR-DETECT pulse output. 
END 
2nd opening 
ЗА ice Sound can be output 
( š ) from keyboard. 


Has Factory Reset Yes 


been executed? 


Assert file written. 


When the owner name 
has been registered. 


Owner name displayed. Main Routine 
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Ш 起動 フロ ー チ ャ ー ト 


( Power ON ) 


Program Flash へ の アク セス 
が 始ま ら な い 場 合 は 、SWX09 
(IC100) が 不良 の 可能 性 あり 


M 


CPU 各種 レジ スタ 設定 


Program Flash(IC102) へ の 
アク セス が 始ま る 


SWX09 ポ ー ト 初期 化 


/LCDC_IC=L (1C103,100) 


/ADDA_IC=L (IC300.5) 
PSWO-H (CB300,8) 
/WP-PRG-L (1C102,16) 
LCD. ОБРА (CB100,27) 
BL ON-L (CB100,3) 
/MUTEO=L (1C503,1) 
/SPOFFO=L (ІС503,9) 


ERR DETECT-L (1C502,1) 


EICNO=L (1C206,1) 


EBUS ド ライ バ 初 期 化 


(EBUS Start) 
EICN0=H (ІС206,1) 


EBUS と の 通信 が 
始ま る 


鍵盤 、 ス イッ チ を 取り 込み 


EICN0=L 


イン スト ー ル モー ド ? 
(Start SW) 


Yes 


SDRAM へ の アク セス が 始ま ら 
な い 場 合 は 、SWX09 の 不良 の 
可能 性 あり 


LOADER 用 


SDRAM (1C107,108,109,110) 
へ の アク セス が 始ま る 


/LCDC_IC=H 


BL_ON=H 
LCD_DISP=H 


イン スト ー ル 画 画 


ユー ザー に よる 
イン スト ー ル 


END 
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SWX09 ポ ー ト 初期 化 
/LCDC_IC=L 
/ADDA_IC=L 

PSWO=H 
/WP-PRG=L 
LCD_DISP=L 

BL_ON=L 

/MUTEO=L 
/SPOFFO=L 
ERR_DETECT=L 
EICNO=L 


/LCDC_IC=H 


a аи 
ше 双 マ ー 


LCD_DISP=H 
BL_ON=H 


コン テン ツ デ ー タ 
ROM っ RAM 転 送 


/ADDA_IC=H 


EBUS F2 4 МЕНЕ 
(EBUS Start) 
EICNO-H 


MIC ゲ イン 用 
12C 初 期 化 
SCL1,SDA1 


テス トモ ー ド ? 


Yes 


ERR_DETECT 
パル ス 出 力 


テス トモ ー ド 表示 


END 


と と まで 来 な い 
疑わ し い の は 
・SDRAM 


No 


PSR-SX600 


書き 込み 中 の 
EJROFFAE 


m 


コー ザー ドラ イブ の 
一 部 が 壊れ て いる 


Improper power shut 
down! Backup data and/or 
Userfiles have been lost. 


No 


Factory Set 実 行 後 


Initializing user drive. 


— ノ 


ユー ザー ドラ イブ フォ ー マ ッ ト 


| ユー ザー ドラ イブ 修復 


CTR CREW Є 
疑わ し い の は 
・Backup Flash (MainROM) 


Yes 


Factory Set 
実行 後 


シス テム バッ クア ッ プ クリ ア 


No Force Format Mode Factory Ce 
Initializing system setup. 
— Сотқа パッ クア ッ プ デー タ 初 期 化 
シス テム バッ クア ッ プ 
初期 化 

と と まで 来 な い < 

疑わ し い の は 

・Backup Flash (MainROM) AA 

シス テム バッ クア ッ プ 再 
Initializing regist /MUTEO=H (解除 ) 


backup. 


/SPOFF0=H (解除 ) [一 ヘッ ド ホ ン の 状態 と ファ ン 


(ファ ンク ショ ン 依 存 ) クシ ョ ン の 設定 に 従う 
レジ スト デー タ ラド ーー 
パネ ル LED 点 灯 \ こと こま で 来 な い 
< メイ ン 画 面 表示 疑わ し い の は 
・EBUS 
と と まで 来 な い ・Backup Flash(MainROM) 
ーー 疑わ し い の は 


・BackupFlash(MainROM) 
Yes 


No 


ErrDetect チ ェ ッ ク 
Mute 正 常 


NS ユー ザー ドラ イブ Yes Internal hardware error! 
フォ ー マ ッ ト 
ERR-DETECT パル ス 出力 
< ( END ) 


オー プ ニ ン グ 第 2 画 画 
(PSR-SX600) 


CUI 鍵盤 か ら 音 を 鳴ら 
すこ と が で きる 


Factory Set Yes 


実行 後 


アサ ー ト ファ イル 書き 出し 


オー ナー 名 が 登録 
され て いる 場合 | | 
Main Routine 


オー ナー 名 表示 
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ll DM CIRCUIT BOARD CHECK METHOD 


The DM Circuit Board is provided with test points for service check purposes. 


Check the test points on the DM Circuit Board if the following symptoms appear. 


Symptoms and check items 


(D The LCD does not light up with Power SW ON --> Test Point 1 to 6 sequentially. 
(2 No sound or distorted sound --» Test Point 7 to 12 , and output check items from 1 to 6 an applicable output. 


Test Point 
NO. | Test Point Circuit Judgment criteria | Measured by | GND Terminals Parts with possible defects 
16V power : Q100,Q101 
(D | не for DM Circuit Board 10:210168 мина PND (On JK Circuit Board) 
Q +5D 5 V power for digital circuit 5.05 to 5.25V Multimeter DGND IC504 
@ +3.3D 3.3 V power for digital circuit] — 3.27 to 3.40V Multimeter DGND IC504 
@ +1.5D |1.5 V power for digital circuit] 1.48 to 1.52V Multimeter DGND 1С101 
(5) +1.2D 11.2 V power for digital circuit] — 1.16 to 1.22V Multimeter DGND ІС507 
(6) /RESET | CPU & memory reset signal 3.3V+/-0.3V Multimeter DGND IC104 
@ -12A [12V power for analog circuit 11.7 to 12.3V Multimeter AGND ІС500 
+5A +5V power for analog circuit) 4.92 to 5.08V Multimeter AGND IC506 
: Audio is output and | _. 
(9 DACL+ DAC output signal Lch there is no distortion Signal Checker AGND IC300 
| Audio is output and | _. 
DACL- DAC output signal Lch there is no distortion Signal Checker AGND IC300 
| Audio is output and | _. 
⑪ DACR+ DAC output signal Rch there is no distortion Signal Checker AGND IC300 
я Audio is output and | 4. 
(2 DACR- DAC output signal Rch there is no distortion Signal Checker AGND IC300 


Use the standard AC adapter PA-300C for check operation. 


Output terminal check 


NO. SPEAKER PHONES OUTPUT Parts with possible defects 
1 x x x 17100 or Error Detect Circuit 
2 O x x IC300 
3 x O O IC307 or HP JACK 
4 O O x IC306 
5 О х О IC305 

"О" mark expresses normalcy and "x" mark expresses a failed state. 
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MDM シー ト チェ ッ ク 方 法 

DM Circuit Board に は サー ビス チェ ッ ク 用 の Test Point を 設け て あり ます 。 

下記 の 症状 に より DM シー ト の テス ト ポ イ ント を 確認 し て くだ さい 。 

症状 に より 以下 の 箇所 を 確認 する 
① 電 源 を 入れ て も LCD が 点灯 し な いう テス ト ポ イ ント チェ ッ ク ① て ⑥ を 順番 に 確認 する 。 
② 音 が 出 な い 、 音 が 歪む づつ テス ト ポ イ ンチ ェ ッ ク ⑦ー⑫ を 確認 し 、 出 力 端 子 チ ェ ッ ク 1 一 6 を 確認 する 。 
テス ト ポ イ ント チェ ッ ク 


NOLO ë 回路 判定 基準 測定 器具 | | 測定 GND 端子 | 不良 が 疑わ れる 部 品 
① +16V DM シ ー ト 用 16V 電 源 15.2V ~ 16.8V テス ター DGND JK シ ー ト : 0100,0101 
@ +5D デジ タル 回 路 用 5.0V 電 源 5.05V ~ 5.25V テス ター DGND IC504 
@ +3.3D デジ タル 回 路 用 3.3V 電 源 3.27V ~ 3.40V テス ター DGND IC504 
@ +1.5D デジ タル 回 路 用 1.5V 電 源 1.48V ^ 1.52V デス ター DGND IC101 
(5| +1.2D デジ タル 回 路 用 1.2V 電 源 1.16V ~ 1.22V テス ター DGND IC507 
ESET U, メモ リーReset 信号 3.3V 土 0.3 テス ター N 104 
/RES CPU, メモ リーR 信号 + 0.3V テス タ DGND IC 
+12А TTA +12V 電源 11.7V ^ 12.3V デス タダ 一 AGN IC500 
ナ ロ グ 回 路 用 +12V 電源 テス タ GND C 
+5А FTA +5V 電源 4.92V ~ 5.08 デス ダー AGN 506 
@) ナ ロ グ 回 路 用 +5V 電源 V V テス タ GND IC 
ーーーーーー 
Ф олаљ | DA 出力 信号 ! チ ャ ン ネ ル | ВАЛА уруу) AGND IC300 
音声 が 出力 さ 
DACL- | DAC 出力 信号 チャンネル — 5 ЕР | シグ ナル チェ ッ カー| AGND IC300 
音声 が 出力 さ 
| DACR+ | DAC 出力 信号 R チ ャ ン ネ ル OB で 和 れ シク ナル チェ ッ カ ー| AGND IC300 
音声 が 出力 さ 
Q) DACR- | DAC 出 力 信号 R チ ャ ン ネ ル 2. シグ ナル チェ ッ カ ー| AGND IC300 
チェ ッ ク 作 業 時 は 標準 の AC アダ プターPA-300C を 使用 し ます 。 


出力 端子 チェ ッ ク 
NO.| スピ ー カ ー 出 力 ヘッ ド ホ ン 出 力 OUTPUT 出力 不良 が 疑わ れる 部 品 
1 x x x< IC100 ま た は Error Detect 回路 
2 О x x IC300 
3 x О О IC307 ま た は HP JACK 
4 О О х IC306 
5 О x О IC305 


表 中 の " 〇 "は 異常 な し 、“X? は 出力 な し を 表す 。 
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DM Circuit Board (VCR26100) 
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Component side (部 品 部 ) 


ll RESETTING TO THE FACTORY-PROGRAMMED SETTINGS 


While holding the right-most key (C6) on the keyboard, turn the power on. This resets 
the settings of the entire instrument (referred to as the System Setup parameters) to their 
factory default settings. Refer to the “Parameter Chart" in the Data List on the website 


for details about which parameters belong to System Setup. 


C6 


ШТ 


| 
М 


NOTE 


The recorded Songs, Expansion 
Packs, and other files saved to this 
instrument are not reset by this 
operation. 


You can also reset specified settings to the factory default value or delete all files/folders in the User drive. Call up 
the operation display: [MENU] 一 TAB [>] Menu 2 > Cursor buttons [A] [W] [4] [>] System > 
[ENTER] — TAB [4] [>] Reset. For details, refer to the Reference Manual on the website, Chapter 10. 


в 設定 を 工場 出荷 時 の 


いち ば ん 右 の 鍵盤 (C6) ж? 


REIR T ( 初期 化 ) 


(リフ ァ レ ンス マニ ュ ア ル 参 照 ) を 除く 設 


し な が ら 電 源 を 入れ ます 。 言語 設定 、 オ ー ナ ー ネ ー ム 


定 が 工場 出荷 時 の 状態 に 戻り 


初期 化 さ れ 
の System 


る 設定 項目 は 、 ウ 


SetuD( シ ステ ム セ ッ ト ア ッ 


C6 


プ ) の 欄 を ご 覧 くだ さい 。 


ТҮ 


| 
М 


部 の 設定 だ け を 工場 出荷 時 の 状態 に 戻し た り 、User( ユ ー ザ ー ) X3 
| (メニ ュー ) > TAB( タ ブ )[p] Menu2( メ ニュ ー5) ^ カー ソル ボタ ン [А] [V] [4] [>] 
E) > ТАВ[] Heset( リ セッ ト ))。 8 


る こと も で きま す 。 ([MENU 
System( シ ステ ム ) > [E 


TER]( ЖЯ 


за 1 


JU (10 &) ) を ご 覧 くだ さい 。 


Jo 


ブサ イト 上 の デー タリ スト 「 パ ラメ ー タ ー チ ャ ー ト 」 


МОТЕ 


分 で 録音 し た ソン グ や 、 
イン スト ー ル し て 追加 し た 
エク スパ ンション の デー タ 
な ど は 、 こ の 操作 で は 初期 化 
され ませ ん 。 


リー の ファ イル / フォ ル ダ ー を 削除 し た りす 


E し く は 、 ウ ェ ブ サイ ト 上 の リフ ァ レ ン 
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ll DATA BACKUP 


You can back up all data saved in the User drive (except Protected Songs and 
Expansion Voices/Styles) and all settings of the instrument to a USB flash drive as a 
single file. 


] Connect a USB flash drive to the [USB TO DEVICE] terminal for 
the backup destination. 


2 cal up the operation display. 


[MENU] > TAB [P | Menu 2 > Cursor buttons [А] [V] [4] [>] System 一 
[ENTER] 一 TAB [4] [>] Backup/Restore 


4 TAB と 


ip the setti ind the data 
ved to the User В il б 


Rest 
г the backup file from а USB flash drive to call up 
tups and the da ked 


irum 


DD 


3 Usethe [5 A Y]/[6 A Y] buttons to save the data to the USB 
flash drive. 


When confirmation messages appear, follow the on-display instructions. 
Backup file: PSR-SX600.bup 


NOTE 


You can also back up files in the User 
drive such as Voice, Song, Style, Multi 
Pad and Registration Memory by 
copying them individually to a USB 
flash drive as desired. 


NOTE 


You can also back up System settings, 
MIDI settings, individually as desired. 
Call up the operation display:[MENU] 
— Menu 2 — System — Setup Files. 
For more information, refer to the 
Reference Manual on the website, 
Chapter 10. 


NOTE 


Completing the backup/restore opera- 
tion may take a few minutes. 


Restoring the Backup File 


To do this, press the [7 À Y |/[8 A Y | (Restore) buttons in the Backup/Restore 
page (see above). When confirmation messages appear, follow the on display 
instructions. When the operation is completed, the instrument will be restarted 
automatically. 


NOTICE 


Move the Protected Songs 
(saved to the User drive) to USB 
flash drive before restoring. If 
the Songs are not moved, the 
operation deletes the data. 


B8T—^^0n^v^7rv»v»7 


本 体 の USER( ユ ー ザ ー ) メ モリ ー 内 の すべ て の デー タ ( プ ロ テ ク ト ソ ング 、 エ クス パ 
ンション ボイス / ス タイ ル を 除く ) と すべ て の 設定 を 、 バ ッ ク ア ッ プ ファ イル と し て 
USB フ ラッ シュ メモ リー に 保存 で きま す 。 


】 バッ クア ッ プ 先 の USB フ ラッ シュ メモ リー を [USB TO DEVICE] 端 子 
に 接続 し ます 。 


2 設定 画面 を 表示 させ ます 。 
[MENU]( メ ニュ ー ) > TAB( タ ブ )[] Menu2( メ ニュ ー 2) 一 カー ソル ボタ ン 


[人 ][ マ ][4][P] System( シ ステ ム ) > [ENTER]GRA 


Restore( バ ッ ク ア ッ プ / リ スト ア ) 


4 TAB > 


On 
OU 


E) >TAB[4][>] Backup/ 


3 [5 av]/[6 av] (BackuD) ボ タン で 、 バ ッ ク ア ッ プ 先 の フラ ッシュ 
メモ リー に 保存 し ます 。 
バッ クア ッ プ ファ イル 名 :PSR-SX600.bup 


バッ クア ッ プ ファ イル の 再読 み 込 み ( リ スト ア ) 


バッ クア ッ プ し た デー タ を 楽器 に リス ト ア する 際 は 、Backup/RHestore( バ ッ ク ア ッ 


プ / リ スト ア ) 画 直 


(上 記 参 照 ) で [7 АЎ]/[8 AY] (Restore) KYL 21 


が 自動 的 に 再 


し ます 。 


049. Жаз 


ボイス 、 ソ ング 、 ス タイ ル 、 
マル チ パ ッ ド 、 レ ジス トレ ー 
ショ ン メ モリ ー に つい て は 、 
ファ イル ご と に USB フ ラッ 
シュ メモ リー に コピ ー す る こ 
と で 、 個 別に バッ クア ッ プ と 
し て 保存 で きま す 。 


МОТЕ 
シス テム ファ イル 、MIDI テ 
ンプ レー ト 、 エ フェ クト は 、 
以下 の 画面 で 、 個 別に バッ ク 
アッ プ と し て 保存 で きま す 。 
[MENU]( メ ニュ ー )+Menu2 
(メニ ュー 2) System( シ 
ステ ム ) 一 [ENTER]( 決 定 ) 一 
Setup Files (セッ ト ア ッ プ 
ファ イル ) 詳 し く は 、 ウェ ブ 
サイ ト 上 の リフ ァ レ ンス マニ ュ 
アル を ご 覧 くだ さい 。 


МОТЕ 
バッ クア ッ プ / リ スト ア は 、 
完了 する の に 数 分 か か り 8 
す 。 


注記 

リス ト ア を する 前 に 、 本 体 
の User( ユ ー ザ ー ) に 保存 さ 
れ て いる プロ テク ト ソ ング を 
USB フ ラッ シュ メモ リー に 移 
動 さ せ て くだ さい 。 移動 を さ 
せな い 場 合 、 リストア に よっ 
て これ ら の デー タ は 消え て し 
まい ます 。 
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ll VERSION UPGRADE 


Download the version upgrade program from the Yamaha official website. 


e List of the updating Flash ROM 
Main Program [C102 (DM) 
Wave Data IC202, ІС203 (DM) 


ө File name - PSR-SX600SETUP.PRG 


@ How to Install 


Never turn the instrument off while installing. 

It may break the boot Flash ROM device. 

Particularly, turning off the power immediately after starting installation may cause damage to the boot. 
If operation still fails even after re-installation, the DM circuit board must be replaced. 

Never pull off the USB flash drive from the instrument while installing. 


1 Insert the USB flash drive to the instrument. 


Пешо oo oooo е 


@YAMAHA | 


| 
в-н--Ә>СЕБСОС) | 


TO DEVICE 


System Booter ver. *.** 


боб абое — Sooo TŠ [Quem EET 
goon во ご ロロ ーーーーーーg ら らら らら に に に に に 
PBB ロ PB ооо PP 


2 
I Оч © - 
по 
42, 
i 
|0: 
| 
B 


Please insert the media. 


к Copyright(C) 2020 Yamaha Corp. 
p/m 
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* Follow the display on the LCD for this operation. 


3 Press the [START/STOP] button to start the installations. 


Program Installer ver. *.** 


To start installation, 
Please press the [START/STOP] button. 


To delete the update program, 
Please press the [BREAK] button. 


- Notice - 


Do not turn off the power until 
all installations are finished. 


Copyright(C) 2020 Yamaha Corp. 


4 Press the [START/STOP] button again. 


Program Installer ver. *.* 


The update program is “ver. жж”, 

Are you sure you want to update? 
YES => Press the [START/STOP] button. 
No => Press the [BREAK] button. 


- Notice - 


Do not turn off the power until 
all installations are finished. 


Copyright(C) 2020 Yamaha Corp. 


5 A progress bar for installation will appear. 


Program Installer ver. *.** 


- Step 2 - 
Now installing, Please wait a moment... 
Б 
- Notice - 
Do not turn off the power until 
all installations are finished. 


Copyright(C) 2020 Yamaha Corp. 


6 When the installation is complete, the following message appears with a new firmware version. 


Program Installer ver. *.** 


Updating has been completed. 


The version of the installed program 
is ^er". 


- Notice - 
Do not turn off the power until 
all installations are finished. 


Copyright(C) 2020 Yamaha Corp. 


7 Press the [05] (Standby/On) switch to turn the power off. Remove the USB flash drive from the instrument. 
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画 バー ジョ 


ン ア ッ プ 


ヤマ 八 ホ ー ム ペー ジ か ら バ パー ジョ 


AFISZ 


グラ ム を ダウ ン 


ー ド し て くだ さい 。 


@ 書き 換え Flash 


Be 
m 


Mai 


n Program 


IC102 (DM) 


Wave Data 


IC202, 12203 (DM) 


@ ファ イル 名 


e イン スト ー ル 手順 


: PSR-SX600SETUP.PRG 


特に 、 


イン スト 


作業 中 に 電源 を 切ら な いで くだ さい 。 


A 


3E 2/ 


作業 中 に USB フラ ッシュ メ - 


ル 開 始 直後 に 電源 を 切る と ブー ト が 壊れ る 訪れ が あり ます 。 
トー ル を 行っ て も 動作 し な い 場 合 は 、 
ビリ ー を 抜か な いで くだ さい 。 


DM シー ト の 交換 が 必要 で す 。 


1 


楽器 の [USB TO DEVICE] 端子 に 、 書 き 換 え 用 デ 


| @YAMAHA 
へ 


USB フラ ッシュ メイ 


リー を 本 体 に 挿入 し ます 。 


ター 式 が 入っ た USB フラ ッシュ メモ リー を 挿入 し て くだ さい 。 


イン スト ー ル 1 


9— F Z Z 


ビー ド で 起動 し ます 。 
БУЛ ボタ ン を } 


この 作業 中 の 画 直 


し な が ら 、 
表示 は 英語 と な り ま す 。 


= 


TO DEVICE 


ВАВА LTL ITL. 


& 
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| 5 ёёё@ёсвеё らら らら 
© „9 Фе Goce gugon らら 


© 6 gg cere S ote 665 


со 


| 
2sr-5X 500 | 


System Booter ver. *.* 


Please insert the media. 


Copyright(C) 2020 Yamaha Corp. 


x 
3 | 
Ë 


G ワタ ー ト / ス トッ プ жере 


昌 面 に し た が っ て 作業 を 進め て くだ さい 。 


4 実行 する が 確認 され る の で 、 再 


5 イン スト ー ル が 開始 され ます 。 


б イン スト ー ル が 終了 し ます 。 


f 本体 の 電源 を 落と し て くだ さい 。 


し て 、 イ ンス トー ル を 開始 し ます 。 


Program Installer ver. *.** 


To start installation, 
Please press the [START/STOP] button. 


To delete the update program, 
Please press the [BREAK] button. 


- Notice - 


Do not turn off the power until 
all installations are finished. 


Copyright(C) 2020 Yamaha Corp. 


[スタ ー ト / スト ッ プ ] ボタ ン を 押し ます 。 


Program Installer ver. *.** 


The update program is “ver. жжж”, 
Are you sure you want to update? 


YES => Press the [START/STOP] button. 


No => Press the [BREAK] button. 


- Notice - 
Do not turn off the power until 
all installations are finished. 


Copyright(C) 2020 Yamaha Corp. 


Program Installer ver. *.** 


- Step 2 - 
Now installing, Please wait a moment... 
Б 
- Notice - 
Do not turn off the power until 
all installations are finished. 


Copyright(C) 2020 Yamaha Corp. 


Program Installer ver. *.** 


Updating has been completed. 


The version of the installed program 
is ^er". 


- Notice - 
Do not turn off the power until 
all installations are finished. 


Copyright(C) 2020 Yamaha Corp. 
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PsRr- >< (== (С Jt. 
PARTS LIST 


E CONTENTS (目次 ) 


OVERALL ASSEMBLY ( 総 組立 ) kk 2 
UPPER CASE ASSEMBLY (上 ケー ス Аз$'у).................................. 4 
LOWER KEY BED ASSEMBLY ( 下 ケ ー ス 鍵盤 Ass'y) .................... 6 
KEYBOARD ASSEMBLY (16N-C61 #8) ...................................... 8 
ELECTRICAL PARTS (ЖАНА)... 9-13 


Notes : DESTINATION ABBREVIATIONS 


A: Australian model O: Chinese model 
B: British model Q: South-east Asia model 
C: Canadian model T: Taiwan model 
D: German model U: U.S.A. model 
E: European model V: General export model (110V) 
F: French model W: General export model (220V) 
H: North European model N,X: General export model 
| : Indonesian model Y: Export model 
а ашшы 
M: South African model P: Brazilian model 
2: Indian model 
E WARNING 


Components having special characteristics are marked AN and must be replaced with parts having 
specification equal to those originally installed. 


Лу оди, 安全 を 維持 する た め に 重要 な 部 品 で す 。 交 換 す る 場合 は 、 安 全 の た め に 必ず 指定 の 部 品 を 
ご 使 だ さい 。 


・The numbers “ОТҮ” show quantities for each unit. 

* The parts with “--” in “PART NO.” are not available as spare parts. 

* This mark “}” in the REMARKS column means these parts are interchangeable. 
“Тһе second letter of the shaded (  ) part number is O, not zero. 

“Тһе second letter of the shaded ( — ) part number is I, not one. 

・QTY 欄 に 記さ れ て いる 数 字 は 、 各 ユニ ッ ト 当 た り の 使用 個数 で す 。 

“PART NO. が “--” の 部 品 は 、 サ ービス 用 部 品 と し て 準備 され て お り ま せん 。 
・REMARKS #10 [)] マー ク の 部 品 は 、 併 用 部 品 で す 。 

・ 網 掛け の 付い た PART МО. の 2 番目 の 文字 は 「 ゼ ロ 」 で は な く 、「 オ ー]| ст, 

・ 網 掛け の 付い た PART NO. の 2 番目 の 文字 は ば 「 イチ] で は な く 、「 ア イ ] CF. 


PSR-SX600 


Ш OVERALL ASSEMBLY ( 総 組立 ) 


UPPER CASE ASSEMBLY: 
See page 4. 
CE — AAssy) 


LOWER KEY BED ASSEMBLY: 
See page 6. 
( 下 ケ ー ス 鍵盤 Assy) 


РАВТ МО. 


DESCRIPTION 


PSR-SX600 


REMARKS 


ZA394100 
ZP527600 
ZA949300 
WE98740R 
WF491002 
WF15410R 


ZP341100 
YK938A00 
WY730200 
WW997901 
WY730100 
WW998100 
WW998400 
WW998300 
VCH15800 
WW998000 


OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 

UPPER CASE ASSEMBLY 
UPPER CASE ASSEMBLY 
LOWER KEY BED ASSEMBLY 
BOTTOM BOARD 

ENCODER KNOB 

VOLUME KNOB 

VOLUME KNOB 

BIND HEAD TAPPING SCREW-B 
BIND HEAD TAPPING SCREW-B 
BIND HEAD TAPPING SCREW-B 
SPONGEL 


SPONGE R 


ACCESSORIES 

MUSIC REST WITH BAG 
AC ADAPTOR 

POWER SUPPLY CORD 
POWER SUPPLY CORD 
POWER SUPPLY CORD 
POWER SUPPLY CORD 
POWER SUPPLY CORD 
POWER SUPPLY CORD 
POWER SUPPLY CORD 
POWER SUPPLY CORD 
POWER SUPPLY CORD 


PK 


COMMON 


3.0X12 MFZN2W3 
3.0X30 MFZN2W3 
4.0Х16 MFZN2W3 


BLACK 

PA-300C COMMON 
Е 

B 

U 

K 

BRA 

AUS 

J 

CHN 

IN 2P 2.5A 1.8M 25 


> D J ID < š+ H Ë 


> 


мали LEN 


PSR-SX600 

J,U,E,B,K,0,Y,A,P.Z  (VDE6950) 

I (VDQ2320) 

J,U,E,B,K,0,Y,A,P.Z  (VDE6960) 

| (VDQ2330) 
(VDF0510) 
(ZN46430) 


LOWER CASE SUB ASSEMBLY (ZR25220) 
exchange:Peel off and use. 
LOWER CASE SUB ASSEMBLY (ZR25230) 
exchange:Peel off and use. 


(2727170) 


ロロ UU 3] 


РСЕНІ Оң 
に | 
77, 77; 77; 77; 77, 7, 77, 77; 7, 7; 


x хе Эн Эң m Яң Яң SS Яң ЯН Яң 


77272100 | CORD POWER SUPPLY 
VDF54800 | JAPANESE SHEET SET 
VDF55500 | CHINESE SHEET SET 


IN 2P 2.5A 1.8M 25 
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ж: New Parts 


PSR-SX600 


Ш UPPER CASE ASSEMBLY (27 — A Ass y) 


UPPER CASE SUB ASSEMBLY SP 


(上 ケー ス サ ブ Assy SP) 


х к жж 


РАВТ МО. 


DESCRIPTION 


REMARKS 


PSR-SX600 


VDA55200 
VDA55200 
VDA55200 
VDA55200 
ZN550000 
ZN550100 
ZN550200 
ZN550300 
ZN550300 
ZN550300 
ZN550400 
ZN550400 
ZN550400 
ZN550400 
VDE57300 
VDE57400 
VDX36200 


VDE57500 
VCR35800 
VCR26100 
VCR26200 
VDE70100 


ZT234000 
VT440130 
21234000 
VDE57600 
VDE57700 
WE774302 
WE878300 


VDC13100 


ж: New Parts 


UPPER CASE ASSEMBLY 
UPPER CASE ASSEMBLY 
UPPER CASE ASSEMBLY 
UPPER CASE SUB ASSEMBLY SP 
UPPER CASE FINISHED 
SPEAKER GRILLE ASSEMBLY 
LCD CUSHION 

DUST PROOF CUSHION 
NONWOVEN CLOTH 
NONWOVEN CLOTH 
NONWOVEN CLOTH 
LOGO SHEET PSR-S650 
DM SHIELD COVER 
NONWOVEN FABRIC CLOT 
BUTTON A QUAD 

BUTTON A QUAD 

BUTTON AQUAD 

BUTTON A QUAD 

BUTTON C x16 

BUTTON x1 

BUTTON E x1 

BUTTON F QUAD 

BUTTON F QUAD 

BUTTON F QUAD 

BUTTON QUAD 

BUTTON QUAD 

BUTTON QUAD 

BUTTON QUAD 

CIRCUIT BOARD 

CIRCUIT BOARD 

CIRCUIT BOARD ASSEMBLY 
CIRCUIT BOARD 
NONWOVEN CLOTH 
NONWOVEN CLOTH 
CIRCUIT BOARD 

CIRCUIT BOARD 

CIRCUIT BOARD 

CIRCUIT BOARD 

CIRCUIT BOARD 

LCD SUB ASSEMBLY 
CRYSTAL DISPLAY 
WHEEL ASSEMBLY 
WHEEL 

WHEEL SPRING 

WHEEL 

CIRCUIT BOARD 

CIRCUIT BOARD 

GREASE PK G31KA (1KG) 
BIND HEAD TAPPING SCREW-B 
BIND HEAD SCREW 

WIRE HARNESS CLAMP 
WIRE HARNESS CLAMP 
SPONGE 

SPONGE 

CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
FFC CABLE 

NONWOVEN CLOTH PNLA 
NONWOVEN CLOTH PNRA 
NONWOVEN CLOTH PNCA 
NONWOVEN CLOTH PNLB 
NONWOVEN CLOTH PNRB 
NONWOVEN CLOTH PNCB 
LCD SUPPORT ASY 


72X10X0.35 BLACK 
55X10X0.35 BLACK 
20X20X0.35 

PT 


40X31X0.5 
LIGHT GRAY 
LIGHT GRAY 
LIGHT GRAY 
LIGHT GRAY 
DARK GRAY 
DARK GRAY 
DARK GRAY 
LIGHT GRAY 
LIGHT GRAY 
LIGHT GRAY 
DARK GRAY 
DARK GRAY 
DARK GRAY 
DARK GRAY 
PNL 

PNR 

PNC 

PNC 
72X10X0.35 BLACK 
55X10X0.35 BLACK 
PWS 

ENC 

DM OTHER 
DM INA 

JK 


M043GW32 R4 
PK COMMON 
COMMON 


COMMON 

PB 

MOD 
G-31KA(KANTO-KASEI 
3.0X8 MFZN2W3 
3.0X6 MFZN2B3 


9P 180mm PH-PH 
6P 220mm PH-PH 
15P 220mm GH-GH 
PWS 

WHEEL 

8P 200mm GH-GH 
14P 60mm PH-PH 
ЗОР 50mm P=1.0 
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PSR-SX600 
J,U,E,B,K,O,Y,A,P,Z 
| 


Please cut and use. 
Please cut and use. 


Please cut and use. 


Please cut and use. 
Please cut and use. 
Please cut and use. 
Please cut and use. 
Please cut and use. 
Please cut and use. 
Please cut and use. 


J,U,E,B,K,0,Y,A,P,.Z 
l 


(VDE6960) 
(VDQ2330) 


(VDE6990) 
(ZR38340) 
(VDC2420) 
(VDC2430) 
(ZP52870) 
(ZP52880) 

(ZJ32790) 

(WW73320) 
(ZP50420) 

(WG31980) 


(VCR2650) 
(ZP52870) 
(ZP52880) 


(VDN4140) 


(VDF9870) 
(VDF0600) 


(VE96850) 


(ZF68590) 
(ZF68600) 
(ZA22070) 
(ZA22060) 
(VCV3290) 
(VCV3260) 
(VCV3270) 
(ZN56950) 
(ZN56980) 
(VCV3280) 
(VDF6950) 


(ZP36500) 
(ZP36510) 
(ZP36520) 
(ZP36530) 
(VEA4550) 
(ZP36550) 


PSR-SX600 


ll LOWER KEY BED ASSEMBLY ( 下 ケ ー ス 鍵盤 Ass'y) 


KEYBOARD ASSEMBLY 


See page 8: 


(20) (16N-C168888) 


LOWER CASE SUB ASSEMBLY ` 


( 下 ケ ー ス サブ Ass'y) 


РАВТ МО. 


DESCRIPTION 


部 品 


PSR-SX600 


REMARKS 


ZN791300 
V928180R 


YK826B00 
VCR26600 
WE97450R 
WE774302 
WG479400 


ж: New Parts 


LOWER KEY BED ASSEMBLY 
LOWER KEY BED ASSEMBLY 
LOWER CASE SUB ASSEMBLY 
FOOT 

16N-C61 KEYBOARD 

WIRING ASSEMBLY 

WIRING ASSEMBLY 

WIRING ASSEMBLY 

LOUD SPEAKER 

CIRCUIT BOARD 

BIND HEAD TAPPING SCREW-B 
BIND HEAD TAPPING SCREW-B 
FILAMENTTAPE12MMX50MM 
WIRING ASSEMBLY SP 

PH-GH ASSEMBLY 

FERRITE CORE 

SPONGE 


PK 

T1.6 

16N 61 021 

12P L=400 

5P L=500 

7P L=300 

12.0cm 4ohm 15w 
KEY 

4.0X10 MFZN2W3 
3.0X8 MFZN2W3 
FILAMENT 12mmX50mm 


7P 680mm GH-PH 


下 ケ ー ス 鍵盤 As s’ 

下 ケ ー ス サブ As в" 

z А 脚 
16N-0601 $8 
線 
線 
線 


名 
下 ケ ー ス 鍵盤 Ass'y 
y 
y 


EPM CU ONU UO томам 


NON ESSEN O O < š+ 


PSR-SX600 


(VDF0510) 


ZQ05500) 
ZA27430) 
ZA26120) 
ZA26460) 


(ZN56990) 
(VCV3250) 
(ZU41470) 
(VDX4520) 


PSR-SX600 


-C61 鍵盤 ) 


(16N 


Ш KEYBOARD ASSEMBLY 


REMARKS 


PSR-SX600 


(ZQ05500) 


(V869620) 


6N2M 


£ s T 1 
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ト 
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P タ イト 十 B 


LOWER KEY BED 
— A fief) 


( 下 ケ 


16N 61 021 
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3.0X8 MFZN2W3 


3.0X20 MFZN2W3 


10 


16N-C61 KEYBOARD 
16N-C61 KEYBOARD 


BIND HEAD TAPPING SCREW-B 


CONNECTOR ASSEMBLY 16N-2M-C61 


PART NO. | DESCRIPTION 


V476030R | WHITE KEY 16N C' PSR-170/ 


WB124900 | WHITE KEY CEGB-W 
ZQ055500 | BLACK KEYS 


WB125800 | WHITE KEY DFA-W 


V341360R | RUBBER CONTACT 


V7477420 | KEYBOARD RUBBER CONT 


VZ303030 | FELTL 


VZ302901 | FELT U 


WA525103 | CUSHION SHEET PSR200 


WE774302 


WF49200R | BIND HEAD TAPPING SCREW-P 


V869530R | CIRCUIT BOARD 
V869550R | CIRCUIT BOARD 


REF NO. 


10 
20 
30 
40 


50 
60 


80 
85 
90 


100 
120 


151 


152 


ж: New Parts 


жа X X x +» 


Ш ELECTRICAL PARTS ( 


PART NO. 


DESCRIPTION 


電気 部 品 ) 


DM 


PSR-SX600 


REMARKS 


VCR26100 
VCR26200 
VDX36200 


VCR26600 
VCR35800 
VDE57300 
VDE57400 
VDE57500 
VDE57600 
VDE57700 
V869530R 
V869550R 


VCR26100 
V680260R 
WH780302 
VL844801 
WJ306201 
WV584900 
WN561600 
WN561600 
WN561600 
WN561600 
WC370001 
ZJ506100 
ZJ506100 
ZD105000 
ZD105000 
WN561600 
WN561600 
UF037472 
UF037472 
UF037472 
UF037472 
20674700 
UF038103 
YH621A00 
YD933A01 
YK887C00 


ELECTRICAL PARTS 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
NONWOVEN CLOTH 
NONWOVEN CLOTH 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 


CIRCUIT BOARD 

CIRCUIT BOARD 

CONNECTOR 

CONNECTOR 

CONNECTOR 

CONNECTOR 

ELECTROLYTIC CAPACITOR 
CAPACITOR 

CAPACITOR 

CAPACITOR 

CAPACITOR 

ELECTROLYTIC CAPACITOR 
ELECTROLYTIC CAPACITOR 
ELECTROLYTIC CAPACITOR 
CAPACITOR 

CAPACITOR 

CAPACITOR 

CAPACITOR 

ELECTROLYTIC CAPACITOR(CHIP) 
ELECTROLYTIC CAPACITOR(CHIP) 
ELECTROLYTIC CAPACITOR(CHIP) 
ELECTROLYTIC CAPACITOR(CHIP) 
CAPACITOR 

ELECTROLYTIC CAPACITOR(CHIP) 


DM OTHER 

DM INA 

JK 

PNC 

PNC 

72X10X0.35 BLACK 
55X10X0.35 BLACK 
KEY 

ENC 

PNL 

PNR 

PWS 

PB 

MOD 

61L 

61H 


DM OTHER 

DM INA 

USB 4P SE 

UBA 4P SE 

XH 4P TE 
MSJ-064-15A B AG 
150.00 10.0V CHIP 

10 16V RVL-16V100M 
10 16V RVL-16V100M 
10 16V RVL-16V100M 
10 16V RVL-16V100M 
220.00 35.0V 

220.00 16.0V TP 
220.00 16.0V TP 

10 25V RVB-25V100M 
10 25V RVB-25V100M 
10 16V RVL-16V100M 
10 16V RVL-16V100M 
47 16V 

47 16V 

47 16V 

47 16V 

220 25V VEJ 

100 16V 
MB8AA4710MP-GE1 
RP131H151D-T1-FE 1 
MAIN 
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PSR-SX600 


J,U,E,B,K,O,Y,A,P,Z 


(ҮК527С0) 
(VDN4140)(YK527C0) 
(YK528C0) 


(VCR2650)(VCR2630)(YK529C0) 


J,U,E,B,K,O,Y,A,P,Z 


(ZP52870) 
(ZP52880) 
(VCR2630)(YK529C0) 
(VCR2630)(YK529C0) 
(VDE5720)(YK886B0) 
(VDE5720)(YK886B0) 
(VDE5720)(YK886B0) 
(VDE5720)(YK886B0) 
(VDE5720)(YK886B0) 
(V869520)(X2336C0) 
(V869540)(X2335D0) 


(ҮК527С0) 


(VDN4140)(YK527C0) 


YD877A00 
X9347A01 
X4943E00 
X4943E00 
X4943E00 
XZ414G00 
YK888B00 
YK889B00 
YK885A00 
YD235A00 
X6040A0R 
X7357B00 
X7357B00 
X5482A01 
X5482A01 
X5049A0R 
X5482A01 
YD652A01 
YH745A00 
X5482A01 
YG824A00 
X9347A01 
YD766A01 
YD956A00 
YG611A01 


ж; New Parts 


S1D13781F00A100 LC 
R3112N291A-TR-FE 
W9825G6KH-6 SDRAM 
W9825G6KH-6 SDRAM 
W9825G6KH-6 SDRAM 
W9864G6KH-6 SDRAM 
WAVE CS0-L V1.00 
WAVE CSO-H V1.00 
CDCS501PWR 
R5524N002A-TR-FE 
AK4385ET 
PCM1803ADBR 
PCM1803ADBR 
NE5532DR OP AMP 
NE5532DR OP AMP 
NJM4556AM-TE1 
NE5532DR OP AMP 
YDA164C-QZE2 
NJU72341V(TE2) 
NE5532DR OP AMP 
R15018120B-E2-FE 
R3112N291A-TR-FE 
ISL85033IRTZ-T DC/ 
R1191H050D-T1-FE 
RP132S001D-E2-FE V 
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PART NO. 


DM and JK and PNC/KEY/ENC 


DESCRIPTION 


REMARKS 


RD156390 
RD156390 
RD154180 
RD154180 
RD154151 
RD154151 
RD155681 
RD155681 
ZP547600 
WM284900 


VCR26200 
WD887300 
V9917101 
VM57600R 
VM57600R 
ZA590001 
WJ306201 
VM57600R 
VM57600R 
ZN138300 
ZA675500 
VV45800R 
UR838101 
UR867101 
UR867101 
UR867101 
UR867101 
UR837471 
UR838101 
GE300670 
GE300670 
X5482A01 
RD154221 
RD154221 
RD150001 
RD150001 


VDX36200 


VCR26600 
VCR35800 
VU48130R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 


ж: New Parts 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
R QUARTZ 48MHz 

QUARTZ CRYSTAL UNIT 


CIRCUIT BOARD 
ELECTROLYTIC CAPACITOR 
DIODE 

CONNECTOR 

CONNECTOR 

CONNECTOR 

CONNECTOR 

CONNECTOR 

CONNECTOR 

CONNECTOR 

FET KB-290 

PROTECTOR SWITCH RUE250 
ELECTROLYTIC CAPACITOR 
ELECTROLYTIC CAPACITOR 
ELECTROLYTIC CAPACITOR 
ELECTROLYTIC CAPACITOR 
ELECTROLYTIC CAPACITOR 
ELECTROLYTIC CAPACITOR 
ELECTROLYTIC CAPACITOR 
FERRIT 

FERRIT 

IC 

IC 

CARBON RESISTOR 
CARBON RESISTOR 
CARBON RESISTOR 
CARBON RESISTOR 


CHIP) 
CHIP) 
CHIP) 
CHIP) 
CIRCUIT BOARD 

CIRCUIT BOARD 
NONWOVEN CLOTH 
NONWOVEN CLOTH 
CIRCUIT BOARD 

CIRCUIT BOARD 

ENCODER REB161-PVB-15FH1NA 
TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 

TACT SWITCH 


1.0K 63M J RECT. 
3.9K 1/4 J TP 

3.9K 1/4 J TP 

18.0 1/4 J TP 

18.0 1/4 J TP 

15.0 1/4 J TP 

15.0 1/4 J TP 

680.0 1/4 J TP 
680.0 1/4 J TP 

48M DSO221SHF 48MH 
22.5792M DSX321G 


JK 

4700 25.0V TATEJI 
S3V60-5004P15 FOR. 
JACK YKB21-5074 
JACK YKB21-5074 
JACK MINI STEREO 
MSJ-064-15A B AG 
JACK YKB21-5074 
JACK YKB21-5074 
CONNECTOR KM02031E 
TJ20A10M3 SUTO 
RUEF250 2.50A 30V 
100.00 16.0V RX TP 
10.00 50.0V RX TP 
10.00 50.0V RX TP 
10.00 50.0V RX TP 
10.00 50.0V RX TP 
47.00 16.0V RX TP 
100.00 16.0V RX TP 
BLO2RN2R1P1A TATET 
BLO2RN2R1P1A TATET 
NE5532DR OP AMP 
R1202L711D-TR LED_ 
22.0 1/4 J TP 

22.0 1/4 J TP 

0.0 1/4 J TP 

0.0 1/4 J TP 


PNC 

PNC 

72X10X0.35 BLACK 
55X10X0.35 BLACK 
KEY 

ENC 
REB161(9X5)PVB15FH 
SKRGAMDO!10 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMDO!10 
SKRGAMDO!10 
SKRGAMDO!10 
SKRGAMDO!10 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMDO!10 
SKRGAMDO10 
SKRGAMD010 
SKRGAMD010 
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ЈЈЕВКОМАР2Х  (RD45610) 


(YK528C0) 


(YK553A0) 


(VCR2630)(YK529CO)(VCR2650) 
(ZP52870) 

(ZP52880) 

(VCR2630)(YK529C0) 
(VCR2630)(YK529C0) 


PSR-SX600 


PNC/KEY/ENC and PNL/PNR/PWS/PB/MOD 


PART NO. | DESCRIPTION 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
UF038103 | ELECTROLYTIC CAPACITOR(CHIP) | 100 16V 
UF11833R | CAPACITOR 330 6.3V 
UF11833R | CAPACITOR 330 6.3V 
UF038103 | ELECTROLYTIC CAPACITOR(CHIP) | 100 16V 
UF037101 | CAPACITOR 10 16V 
VAU51300 | LED QSML-Z191-TVBEO OR 
VAU51300 | LED QSML-Z191-TVBEO OR 
VAU51300 | LED QSML-Z191-TVBEO OR 
VAU51300 | LED QSML-Z191-TVBEO OR 
VAU51300 | LED QSML-Z191-TVBEO OR 
VAU51300 | LED QSML-Z191-TVBEO OR 
VAU51300 | LED QSML-Z191-TVBEO OR 
VAU51300 | LED QSML-Z191-TVBEO OR 
VAU51300 | LED QSML-Z191-TVBEO OR 
VAU50900 | LED QSMR-Z191-STBC3 BL 
VAU50900 | LED QSMR-Z191-STBC3 BL 
VAU50900 | LED QSMR-Z191-STBC3 BL 
VAU50900 | LED QSMR-Z191-STBC3 BL 
VAU50900 | LED QSMR-Z191-STBC3 BL 
VAU50900 | LED QSMR-Z191-STBC3 BL 
VAU50900 | LED QSMR-Z191-STBC3 BL 
VAU50900 | LED QSMR-Z191-STBC3 BL 
YD841D00 | IC TMP89FW24AFG-7R00 
YK193C00 | IC LPC844M201JBD48E C 
RD155331 | CARBON RESISTOR (CHIP) 330.0 1/4 J TP 
RD155331 | CARBON RESISTOR (CHIP) 330.0 1/4 J TP 
RD155120 | CARBON RESISTOR (CHIP) 120.0 1/4 J TP 
RD155331 | CARBON RESISTOR (CHIP) 330.0 1/4 J TP 
RD155120 | CARBON RESISTOR (CHIP) 120.0 1/4 J TP 
RD155331 | CARBON RESISTOR (CHIP) 330.0 1/4 J TP 
RD155331 | CARBON RESISTOR (CHIP) 330.0 1/4 J TP 

) 

) 

) 

) 
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REMARKS 
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RD155120 | CARBON RESISTOR (CHIP 120.0 1/4 J TP 
RD155331 | CARBON RESISTOR (CHIP 330.0 1/4 J TP 
RD155331 | CARBON RESISTOR (CHIP 330.0 1/4 J TP 
RD155331 | CARBON RESISTOR (CHIP 
RD155120 | CARBON RESISTOR (CHIP 


330.0 1/4 J TP 
120.0 1/4 J TP 
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VDE57300 | CIRCUIT BOARD PNL 
VDE57400 | CIRCUIT BOARD PNR 
VDE57500 | CIRCUIT BOARD PWS 
VDE57600 | CIRCUIT BOARD PB 

VDE57700 | CIRCUIT BOARD MOD 


(VDE5720)(YK886B0) 
(VDE5720)(YK886B0) 
(VDE5720)(YK886B0) 
( ( 
( ( 


UJ UJ UJ 


UJ 


VDE5720)(YK886B0) 
VDE5720)(YK886B0) 


VQ032500 
VQ032500 
WZ510001 
WZ510001 
VQ67050R 


ROTARY VR B10K 
ROTARY VR B10K 
VR ROTARY 

VR ROTARY 
ROTARY POT. B10K 


B 10.0K RK11K11300 
B 10.0K RK11K11300 
B 10.0K RK11K1110D 
B 10.0K RK11K1110D 
B 10K RK11K1130A0M 


ЖЕШ отте 
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ee 


ZK790601 | ROTARY VR B 10.0K XV012113YN 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 
WG31840R | TACT SWITCH SKRGAMD010 


ж: New Parts 
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PSR-SX600 
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PART NO. 


DESCRIPTION 


PNL/PNR/PWS/PB/MOD 


REMARKS 


WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 
WG31840R 


ж: New Parts 


TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 


SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
SKRGAMD010 
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РАВТ МО. 


PNL/PNR/PWS/PB/MOD and 61L-MK and 61H-MK 


DESCRIPTION 


PSR-SX600 


REMARKS 


WG31840R 
WG31840R 
VAU51300 
VAU51300 
VAU51300 
VAU51300 
VAU50900 
VAU51300 
VAU51300 
VAU51300 
VAU50900 
VAU51300 
МАЦ50900 
VAU51300 
VAU50900 
VAU51300 
VAU50900 
VAU51300 
VAU50900 
VAU51300 
VAU50900 
VAU51300 
VAU50900 
VAU51300 
VAU50900 
VAU51300 
VAU50900 
VAU51300 
VAU50900 
VAU51300 
VAU50900 
VAU51300 
VAU51300 
VAU51300 
VAU50900 
VAU51300 
VAU51300 
VAU51300 
VAU51300 
VAU51300 
VAU51300 
VAU51300 
VAU51300 
VAU51300 
VAU51300 
VAU51300 
VAU51300 
VAU51300 
VAU50900 
VAU51300 
VAU50900 
VAU51300 
VAU50900 
VAU51300 
VAU50900 


V869530R 
VB941201 
VB941201 


V869550R 
VB941201 
VB941201 


ж: New Parts 


TACT SWITCH SKRGAMD010 

TACT SWITCH SKRGAMD010 

LED QSML-Z191-TVBE0 OR 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSMR-Z191-STBC3 BL 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSMR-Z191-STBC3 BL 
LED QSML-Z191-TVBEO OR 
LED QSMR-Z191-STBC3 BL 
LED QSML-Z191-TVBEO OR 
LED QSMR-Z191-STBC3 BL 
LED QSML-Z191-TVBE0 OR 
LED QSMR-Z191-STBC3 BL 
LED QSML-Z191-TVBEO OR 
LED QSMR-Z191-STBC3 BL 
LED QSML-Z191-TVBEO OR 
LED QSMR-Z191-STBC3 BL 
LED QSML-Z191-TVBEO OR 
LED QSMR-Z191-STBC3 BL 
LED QSML-Z191-TVBEO OR 
LED QSMR-Z191-STBC3 BL 
LED QSML-Z191-TVBEO OR 
LED QSMR-Z191-STBC3 BL 
LED QSML-Z191-TVBEO OR 
LED QSMR-Z191-STBC3 BL 
LED QSML-Z191-TVBEO OR 
LED QSMR-Z191-STBC3 BL 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSMR-Z191-STBC3 BL 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSML-Z191-TVBEO OR 
LED QSMR-Z191-STBC3 BL 
LED QSML-Z191-TVBEO OR 
LED QSMR-Z191-STBC3 BL 
LED QSML-Z191-TVBEO OR 
LED QSMR-Z191-STBC3 BL 
LED QSML-Z191-TVBEO OR 
LED QSMR-Z191-STBC3 BL 
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CIRCUIT BOARD 61L 
DIODE 155133,155176 TE-5 
DIODE 155133,155176 TE-5 


“№ 0 


CIRCUIT BOARD 61H 
DIODE 155133,155176 TE-5 
DIODE 155133,155176 TE-5 


(V869520)(X2336C0) 


(V869540)(X2335D0) 
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ーー ーーーーー - —— s - [一 一 一 一 一 
PB И MOD ЕГЕ | | PNL £ i 
(PN 3/5) EPI (РМ 4/5) (PN 5/5) EMI (PN 2/5) = = 
PITCH BEND | [MODULATION | Power Switch 3 IE 98105 (3P) CN302 (ЗР) SW/LED 
(Soft SW) CN205 (2P) o о B 
— -—/5Р51 Matrix 
8 Š s оле ーー иа に сиза 335 
Е E 997 О SW/LED ЕД six] Q100-108 CB106 (14Р) CN301 (14Р) 901-995, 950365 
= & 
' Matrix | 19 š | uml J | 
SW201-240 Di 8 5 
m im | | &| D201-240, 250-282 << 8 І 
CN501 (3P) CN502 (АР) = ion Internal 
8 scillator 
8 PB |. Ві 10MHz 
б муо: |% š IC100 
- 5 8 
8 е 
2 a 
o [6] 
Master CN503 (3P) CN204 (3P) Volume ТТА | 
Volume dm SW/LED == 5 [| i TFT Color LCD 
88 Matrix За Т : 4.3inch 
байы Bastien @ 55 98| < | 480 x 272 
Detect [CB104 Р] SW100-117, 119-141 2 
B10k 0111-116, 121-126, 128-133, 2, +5L+5D 
VR202  VR203 _ 135-140, 142-146, 148-152, $ 
d - - ENC 154-157, 159-161, 201-216 Е 
(РМС 2/3) к - 
Encoder SW118 I 
к — sma СВ201 (ЭР) к. — ша  — шы — X—— ша | — ша —S ша —— Бо шә Ыыы шы - | CB200(40P) | = 
/EIC SDAO,SCLO " 
/CS0 š 
+5L+5D /cs1 "IT В = 回 R[0-4].G[0-5].B[0-4] £ IL 8 +5BLD 
All. *3.3D /EIC RES b | = 9 = о = LCD DISP —» Š 2 8 
н +50 8 М2 = elpas e НЕН ЕТТІ 9 
DETECTION 5  IDhxiao0 я е BL ON 
а n 1% /S2CS[0-1] P 2 
1С502 Convert. SDRAM rogram LCDC І 
С m = == = 256Mbit (Inc.Backup) Ф | 一 *16V / 40mA 
ш 1 г e ш В 
5 /DET CHK Шш ә os 2 S2CLK[0-1] x4 ROM ka S1D13781 for LCD Back Light 
қ Ë SDA1,SOLI 5 8 85 8 124.1856MHz <Work> 1Gbit Е IC103 PN 433D 
е /MUTEO 5 ° ё IC107-110 (NOR) < IC101 i 
/MUTE RESET + CPU +330 IC102 к [ 
PEDALI Controller SDRAM 
/NFCSON /FLASH RES 2 е SP І 
12503 PEDAL2 /NFCSON , o JK100 
1 WAVE ROM L /NFCSON 8 8 4Q 
Wave NFD[0-7] 2Gbit(NAND) 3 & 
ARM Coretex NFD[0-15. IC202 = 
Internal: 248.3712MHz|_|Memory md WAVEIROMM f +330 5 
/SPOFF HEIN SDRAM: 124.1856MHz 2GBR(NAND) /NFOSON 8L | 
/SPOFFO M BUS: 62.0928MHz IC203 ық FOOT PEDAL1 
IC503 AUXIN.IN SEE S3D[0-15] WAVE SDRAM +12M мсм JK300 
Wave ssA[0-14: kawa а ме E 
"m /PSWI SDRAM S3A[0-14] Ме à MIC INPUT 
PSWO /MSCSON /MSCSON +3.3D IC303 
І АВБЕТ /SPOFFO E 51010-18] ЫИ + 
қыны SDRAM | | DSP SDRAM /MUTE 15W/4 = IR | 
B ЭТАП S1A[0-13] 64Mbit /SPOFF PVCC *3.3D > 
ku. ES IC201 PEDAL1 < 
+3.3D аа ВОК PEDAL2 < l PEDAL2 FOOT PEDAL2 
tD=45ms | /PEDALIN! ore [T э: < в /PEDAL INI 
/PEDAL IN2 z weko [УСКО 2DAMP Г] /PEDAL ІМІ 8 
i ы. bo аиы и p =YDA1640 | usa. 
/LCDC IC 2 2 Audio роо | _______________- 12307 HP.IN 
" mE /FLASHIRES &8 55 3 g 5001 /DAMP. ERR HPL » 
oo 
BL ON zz の の uz +5A 
/EIC RES к SDI1 
/ADDA IG 52 99 89 500 мале — ЛЕЛЕ HP R ы РНОМЕ5 
/CPU.RESET *3.3D +1.2D SDIO: AUX IN PCM1803 125 Q302,306 Fam Q300,301 
5011 : MIC IN PCM1803 125 
tD=10us SDO0:D-Amp YDA164C 125 
SDO1 :DAC AK4385 24bit Left Justified 0308, 307 
иза «| sso VOR Pena tita TA L шо £— s — 
У AUXOUT R LL | AUXOUT R 
си в Y 5D ^E ^ soa ~ | 5 5 OUTPUT Л +В 
I о 8 XL200 д à S 12306 =" a305 +12A —> 8 — — — —9 8 — #12 
m 1207 [] 
o ы. ш +] の + +12А 
5 ola = HOM +12A 
の е| > 
© 278 Т AUXIN-L 4— < E OUTPUT R 
回 т MIC 
2 voL [> грл1 501 AUXIN_R ペー | —34 e 
= 10308 
= = £2208 USB To Host LJUSB То Device |08204 ЗА IC100 
<Full-Speed> <High-Speed> +16V AUXIN_IN «4——34 
p к - (| AUXIN T AUX IN 
= PCM1803 кегі 10304 русе ' (stereo mini) 
KEY IC302 AUXIN_R 
TO HOST TO DEVICE u чем/лз | | | f eee een 
5V/+3.3D 
(PNC 3/3) = — шш +5D.+5L+5BLD и 
+3.30 І 5 
E 
© 
+1.2D 8 
CN5 (7P) PA-300C 


' В 
| à ] сін-мк | Р ES я АС ADAPTER 
8 Е (с4-с6) ? 8 мм“ | MM E eel 22.2.. HuKio6 
Е dc "E ж Б [Bikey TEN KEVEOARD] 1... ...---- - -- - _  _  - | La 
8 m ー デ ーーーー ii ra ー デ ーーーー rS E I 
_ _ Т ニニ ンー の s] Е Щи == 51 
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ll PSR-SX600 CIRCUIT BOARD LAYOUT & WIRING PSR-SX600 


€ UPPER CASE ASSEMBLY 
UPPER CASE ASSEMBLY (上 ケー ス Ass'y) 
(上 ケー ス Ау) 


TU == = = = = 


998 900006 
5 


Unit Мате Location Connector assembly Destination Remarks 
(ユニ ッ ト 名 ) (ロケ ーション | (部 品番 号 ) ( 東 線 名 ) (配線 先 ) (備考 ) 
30 (ZA27430) CONNECTOR ASSEMBLY 61H-MK-CN1 KEY-CB305 12Р L=400 
40 (ZA26120) CONNECTOR ASSEMBLY 61H-MK-CN2 KEY-CB302 5P L=500 
LOWER KEY BED 50 | (ZA26460) CONNECTOR ASSEMBLY 61L-MK-CN5 KEY-CB301 7P L-300 
ASSEMBLY SPEAKER L 
250 (ZN56990) CONNECTOR ASSEMBLY SP DM-CB301 
SPEAKER R 
(VCV3250) | CONNECTOR ASSEMBLY PH-GH KEY-CB300 DM-CB202 7P L=680 
(VCV3290) CONNECTOR ASSEMBLY PH-PH PNC-CB100 DM-CB201 9P L=180 
(VCV3260) CONNECTOR ASSEMBLY PH-PH JK-CB102 DM-CB500 6P L=220 
(VCV3270) | CONNECTOR ASSEMBLY GH-GH JK-CB100 DM-CB302 15Р L=220 
(ZN56950) CONNECTOR ASSEMBLY PWS PWS-CN504 PNL-CN205 
ZN56980 CONNECTOR ASSEMBLY WHEEL ENS 
ПАРЕ ( ) MOD-CN502 PNL-CN203 
(VCV3280) | CONNECTOR ASSEMBLY GH-GH JK-CB101 DM-CB300 8P L=200 
PNL-CN201 PNC-CB102 
(VDF6950) CONNECTOR ASSEMBLY PH-PH PNL-CN202 PNC-CB101 14P L=60 
PNR-CN301 PNC-CB106 
(VDE6860) FFC CABLE JK-CB201 DM-CB100 30P L-50 
PNR CIRCUIT BOARD (ZA17220 CONNECTOR ASSEMBLY PNR-CN302 PNC-CB105 3PL-75 
LOWER KEY BED ASSEMBLY ENC CIRCUIT BOARD (ZA17390 CONNECTOR ASSEMBLY ENC-CB104 PNC-CB103 4P L-100 
( 下 ケ ー ス 鍵盤 Assy) SPEAKER L ТЕ ЕЕ LCD SUB ASSEMBLY FFC CABLE JK-CB200 
(スピ ー カ ー 1) (スピ ー カ ー R) 
* The parts with “( )" in “Part No." are not available as spare parts. * 部 品番 号 が () で 囲ま れ て いる 部 品 は 、 サ ービス 部 品 と し て 準備 され て いま せん 。 
*1: Installation *1: 差込み 
€ LOWER KEY BED ASSEMBLY *2: Manual soldering *) 手 半 
( 下 ケー ス 鍵 盤 Ass'y) *3: Dip soldering #3: ディ ッ プ 
.LCD UNIT *4: Edge mark is adjusted to Pin 1 mark ( A mark). #4; エッ ジマ ー ク が 1 ピン 側 (へ ) 
(液晶 ユニ ッ ト ) *5: Edge mark is adjusted to + mark. *5: エッ ジマ ー ク が + (+) 
*6: Red wire is connected to (+) terminal. Black wire is connected to (-) terminal. *6: 赤色 線材 が (+) 端子 、 黒 色 線 材 が (-) 端子 
*7: White wire is connected to (+) terminal. Black wire is connected to (-) terminal. *7: 白色 線材 が (+) 端子 、 黒 色 線 材 が (-) 端子 
` *8: Red wire is adjusted to Pin 1 mark ( A mark). *8: 赤色 線材 が 1 CLR (A) 
*9: White wire is adjusted to Pin 1 mark ( A mark). *9: 白色 線材 が 1 ピン 側 (A) 
*10: Connected *10: 接続 済 
TOME ЯЛЫ DEN Caution: Be sure to attach the removed filament tape just as it kE: BRIDLE D1 DAV EF — 7 HU 3 А С 
ПРЕ aeui was before removal. うに 取り 付け て くだ さい 。 
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ll PSR-SX600 OVERALL CIRCUIT DIAGRAM (DM 1/4) PSR-SX600 
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ll PSR-SX600 OVERALL CIRCUIT DIAGRAM (DM 2/4) 
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Ш PSR-SX600 OVERALL CIRCUIT DIAGRAM (DM 3/4) PSR-SX600 
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ll PSR-SX600 OVERALL CIRCUIT DIAGRAM (DM 4/4) 
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ll PSR-SX600 OVERALL CIRCUIT DIAGRAM (JK) PSR-SX600 
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ll PSR-SX600 OVERALL CIRCUIT DIAGRAM (PNC, ENC) PSR-SX600 
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ll PSR-SX600 OVERALL CIRCUIT DIAGRAM (KEY) 
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ll PSR-SX600 OVERALL CIRCUIT DIAGRAM (PNL, MVR, MOD, PB, PWS) PSR-SX600 
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ll PSR-SX600 OVERALL CIRCUIT DIAGRAM (PNR) PSR-SX600 
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ll PSR-SX600 OVERALL CIRCUIT DIAGRAM (61H-MK, 61L-MK) 
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